•vimw i 1 i w umj i r vn 


FOR STANDARD PARTS REFER TO CATALOG 927-0863 KEY NO. _1 


OPTIONAL QROUPS IN CATALOfl ARC LISTED BY QROUP NO. BELOW WHEN USED 






wt inwinb i r^rt i v? Ll<j i rwn 


9PEU 


FOR STANDARD PARTS REFER TO CATALOG 927-Q253 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW 


PART NO. 


QTY. 


DESCRIPTION 


PART NO. QTY. 


KEY NO. _ 

I USED. 


DESCRIPTION 





CCK-4MG 


SPECIAL PARTS LIST FOR MODEL 


7J 


FOR STANDARD PARTS REFER TO CATALOG 927.0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. OTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Group *30 4:1 Gear Reduction RH 


110-1707 1 Block Assembly, Cylinder 

104-0636 1 Crankshaft 

134-2824 1 Guard, Flywheel Screw 

S1S-0103 1 Key, Crankshaft 



SPECIAL PARTS LIST FOR MODEL_ mn-mc _ SPEC_ZJ_ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. _ i 

OPTIONAL 0ROUPS IN CA1ALOO ARC LISTED NT ONOUP NO. SELOW WMN INN). 





CCK-S 


27J 


SPECIAL PARTS LIST FOR MODEL 


SPEC 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY N J. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


T 


■yn 


Group - 27 
Group - 35 


Variable Speed Governor 
Redi Pull Starter 


503-0744 

503-0546 

$03-0170 

150-0678 

515-0202 


1 Hose, Fuel 

1 Hose, Breather 

2 Ciaisp, Breather Hose 
1 Clip, Sensitivity 

1 Key, Crankshaft 




SPECIAL PARTS LIST FOR MODEL _ SPEC_ 

FOR STANDARD PART8 REFER TO CATALOG 927-0253 KEY NO 
OPTIONAL GROUPS IN CATALOG AAR UaTIDBV GROUP NO. BaOW WMNUMO. 

PART NO. OTY. OlMlRIPTNM PART NO. OT». 


Group - 27 Variably Speed Governor 

SOS-0744 1 Line, Fuel 

SI5-0202 1 Key, Crankshaft 



SPECIAL PARTS LIST FOR MOP0L CCK ‘^ SPEC _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP WO. BELOW WHEN 


NET NO. 


PART 


PART 


A 


SZL 


Group - 27 Variable Speed Governor 

134-2824 l Guard, Flywheel Screw 


.Tun a 1 1077 


1 










cou-s _ ftp m 2<J _ 

Standard Parts Catateg_ 9 . 27 ' 0 !?? _Parts Kay -_ i 


Parts listed Below Apply to the Above Model. Use These Parts in Place of (or in 
Addition to) the Parts listed in the Standard Parts Catalog. 


PMTM& 


DBtcwpnow 

Hi)-09 IS 

1 

NOTE: This node! has a Variable Spaed Governor 
Complete Breakdown m all nrtt Catalog. 

Block Assembly, Cylinder 

104-0872 

1 

Crankshaft 

160-1049 

2 

Height and Pin Assembly 

110-0639 

3 

Lock, Valve and Spring, Retainer 

120-0413 

1 

Cup, OH Puap Intaka 

101.A46« 

AU4i — VW V 

1 

Base, Oil 

167-1557 

1 

Land • Hi Tension 17" 

167-1559 

1 

Lend - Hi Tension 19* 

123-0762 

1 

Indicator end Cap Assembly 

160-1072 

1 

Mi eel. Magneto 

192-0308 

1 

Sheave, Rope 

134-2830 

1 

Housing, Blotter 

149-0271 

1 

Primer, Rod Assembly - Fuel Pwp 

134-0588 

1 

Housing, Cylinder Air - R.H. 

142-0431 

1 

Carburetor - Complete Breakdown in Main Parts Catalog 

167-0241 

2 

Plug, Spark - Non Rosistor 

123-0958 

2 

Screen, Breather Tube 

ft /fl p i 


% 

_ . . 11 







SPECIAL PARTS LIST FOR 




FOR STANDARD PARTS REFER TO CATALOG 


PMtt NO. OTf. 


MKT NO. OTV. 


Option - 35 


Mi-Poll Stortor 









SPECIAL PARTS LIST FOR MODEL .. . SPEC _ 

FOR STANDARD PARTS REFER TO CATALO< P*7-03S3 KEY flG. 

optiomal qhojps m catalog ami ustsd »v group no. muwvminuim. 



110-1707 I lloefc Assembly, Cylinder 

IM-2824 I Guard, Pt ydiw l Semi 

101-0J9O 1 Plata, Rwr Stearins 








Group *30 4:1 Goar Reduction RH 


110-170? t ftlock Assembly, Cylinder 

102-0438 I Base, Oil 

123-0S06 1 Cap i Indicator, Oil Fill 

I25-0508 1 Tube, Oil Fill 

104-0036 1 Crankshaft 

153*0180 1 Muffler, Exhaust 

154*0360 2 Gasket, Exhaust Muffler 

1S403S6 1 Stealfold. Intake 

153-0240 t Bracket, Choke 






SPECIAL PARTS LIST FOR MODEL ™-F _ SPEC B49G 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Group - 25 


Rectangular Air Cleaner 

UO-1418 

1 

Block Assembly, Cylinder 

104-0882 

1 

Crankshaft 

105-0150 

1 

Camshaft 

142-0431 

1 

Carburetor * 

101-0372 

1 

Adapter, Clutch 

155-0513 

1 

Muffler, Exhaust 

153-0351 

1 

Choke 

153-0249 

1 

Bracket, Choke 

518-0176 

1 

Clip, Choke Cable 

152-0013 

1 

Bracket, Throttle 

152-0137 

1 

Lever, Throttle 

152-0014 

1 

Linkage, Throttle Control 

152-0041 

2 

Washer, Tension 

516-0036 

2 

Pin, Cotter (1/16 M x 3/8") 

105-0030 

1 

Gear, Timing 

105-r0058 

1 

Plunger, Crankshaft 

105-0059 

1 

Spring, Plunger 

105-0224 

1 

Gearcase Assembly (Complete) 

503-0107 

1 

Clamp, Air Cleaner Hose 

510-0015 

5 

Flyball, Governor 

515-0202 

1 

Key, Crankshaft 

104-0102 

1 

Clutch, Flywheel 

* - Standard Key 

3 and 4 carburetor used. 

Breakdown 

in 

PTC. 


Tune. T 1077 


1 






SPECIAL PARTS LIST FOR MODEL _ CCK-S SPEC .1246G _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. _ 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BEL OW WHEN USED. 

PART NO. OTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


, , , 

Group - 27 Variable Speed Governor 

510-0015 5 Flyball, Governor 


i 


SPECIAL PARTS LIST FOR MODEL _ SPEC _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. _ l 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. _ 

PART NO. GTY. DESCRIPTION PART NO. OTY, DESCRIPTION 

- 1 - T i - 1 - 


Group - 20 


Carburetor with Adjustable 
Main Jets 

Group - 34 


Vacu-Flo Cooling 

110-1805 

1 

Block Assembly, Cylinder 

105-0234 

1 

Camshaft 

110-1283 

1 

Cover, Timing 

102-0600 

1 

Base, Oil 

110-0883 

1 

Head, Cylinder LH 

110-0884 

1 

Head, Cylinder RH 

112-0073 

2 

Piston 8 Pin 

113-0089 

2 

Ring Set, Piston 

142-0416 

1 

Carburetor 

145-0051 

1 

Ring, Vent 

155-0560 

1 

Muffler, Exhaust 

153-0364 

1 

Bracket, Choke 

150-0979 

1 

Rod, Governor Control to 
Carburetor 

134-0670 

1 

Baffle, Air 

516-0160 

2 

Pin, Dowel 

309-0010 

1 

Switch, LOPKO 

307-0367 

1 

Solenoid, Starter 

336-0102 

1 

Strap, Jumper 

149-0775 

1 

Line, Fuel 

134-0674 

1 

Housing, Cylinder Air RH 

166-0403 

1 

Bracket 

517-0021 

1 

Button, Dot 

517-0035 

1 

Button, Dot 

517-0009 

1 

Button, Dot 

123-0694 

1 

Cap 8 Indicator, Oil Fill 

123-0674 

l 

Tube, Oil Fill 

501-0015 

1 

Line, Oil 

150-1016 

1 

Am, Governor 

123-0810 

1 

Tube, Breather 

150-0698 

1 

Spring, Governor 

123-0854 

1 

Cap, Breather 

134-1621 

1 

Housing, Blower 

134-0564 

1 

Scroll, Blower Housing 

134-2956 

1 

Guard, Blower Housing 

Scroll 

134-0565 

1 

Blower, Wheel 

104-0302 

1 

Flywheel 

338-0314 

1 

Harness 

510-0015 

5 

Flyball, Governor 


Parts Not Furnished by Onan 
Rope Sheave 
Manual Choke 
Oil Gauge 
Air Cleaner 


1 


1 




1&/BU 


SPECIAL PARTS LIST FOR MODEL CCKA ' MS _ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 
OPTIONAL CROUPS IN CATALOO ARE LISTED BY CROUP NO. BELOW WHEN USED. 

PART NO. OTY. DESCRIPTION PART NO. CITY. DESCRIPTION 

-1- \ -1—I- T ' 

Group - 34 Vacu-Flo Cooling 

Group - 36 Sisson Electric Choke 

123-0764 1 Cap 6 Indicator, Oil Fill 

123-0791 1 Tube, Oil Fill 

154=0572 1 Muffler, Exhaust 

134-1653 1 Housing, Blower 

134-1725 1 Scroll, Blower Housing 

140-0736 1 Cleaner, Air 

149=0775 1 Line, Fuel ■ 

503-0464 1 Hose, Air Cleaner 

503-0280 2 Clamp, Air Cleaner 

308- 0097 1 Switch, Toggle 

309- 0010 1 Switch, LOPKCf 

502- 0058 1 Tee, Oil 

134-0565 1 Blower Wheel 

192-0272 1 Rope Sheave 

503- 0107 1 Clamp, Air Cleaner Hose 

104-0302 1 Flywheel I 


Parts Not Furnished by Onan 
Oil Gauge 


SPECIAL PARTS LIST FOR MODEL 




FOR STANDARD PARTS REFER TO CATALOG. 


™ SPEC 

927-0253 


f\ct NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


GT¥. 


DESCRIPTION 


PART NO. 


QTY. 


DESCRIPTION 


Group - 8 

Group - 28 


Top Mounted Alternator 
Top Mounted Control Panel 


150-0147 

150-1000 

153- 1083 
505-0618 
134-1796 
307-0367 

154- 0360 
150-0621 


1 Rod, Governor Control 

1 Arm, Governor Extension 

1 Muffler, Exhaust 

1 Cap, Exhaust Muffler 

1 Housing, Blower 

1 Solenoid, Start 

2 Gasket, Exhaust Muffler 

1 Nut, Governor Stud Adjusting 


SPECIAL PARTS LIST FOR MODEL CCKk-MS _ SPEC xy/xu _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


1971G 


PART NO. OTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

-,---1—i-r 

Group - 5 Charging Alternator WICO 

Group - 27 Variable Speed Governor 


134-2022 

102- 0653 
191-0701 

103- 0332 
150-0377 
510-000S 


1 Housing, Blower 

1 Base, Oil 

1 Flywheel 

1 Gearcover Assembly 

I Arm § Shaft Assembly 

II 

1 uqaiiiiK 



SPECIAL PARTS LIST FOR MODEL rrx -ms _ SPEC 1985j 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


OTY. 


DESCRIPTION 


PART NO. QTY, 


DESCRIPTION 


2 


Option - 34 


Vacu-Flo Cooling 


134-0753 

134*2795 

517-0035 

134-3041 


1 Wheel, Blower 
1 Housings Blower 
1 Plug, Dot Button - Timing 
Hole 

1 Scroll, Air Discharge 
(Includes Guard) 

1 Guard, Scroll Outlet 


134-2956 





for 

-CCKM-MS Spec 2050G _ 

Standard Parte Catalog_?1 7 ~ 02 ___Parts Key 


Parts Listed Below Apply to the Above Model. Use These Parts in Place of (or in 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PARTNO. 


DESCRIPTION 

1X0-1516 

1 

Block Assembly, Cylinder 

104-0486 

1 

Crankshaft 

515-0202 

1 

Key, Crankshaft Stub 

110-1037 

2 

Valve, Intake 

312-0168 

1 

Capacitor, Alternator Suppression 

120-0648 

1 

Cup, Oil Pump Intake 

191-0532 

1 

Starter 

102-0339 

1 

Base, Oil 

505-0255 

1 

Plug, Oil Drain 

307-0367 

1 

Solenoid, Start 

191-0666 

1 

Alternator - Left Side mounted - Includes 



Regulator and Pulley 

191-0668 

1 

Regulator, Voltage 

160-0281 

1 

Pole Shoe, Magneto Stator 

160-0282 

1 

Coil, Magneto Stator 

332-0329 

1 

1 

Clip, Magneto Lead 

123-0527 

1 

Cap and Indicator, Oil Fill 

309-0113 

1 

Switch, Low Oil Pressure 

502-0058 

1 

Tee, Low Oil Pressure 

160-0435 

t 

X 

,Sox, Breaker 

167+0061 

;■ 2 . 

Nipple, Shield 

517-0061 

1 

Plug, Breaker Box 

192-0316 

,1 ' 

Backplate, rope sheave 

800-6171 

■ .1 ••• •• 

Screw, Wheel Mounting 

167-0215 

2 

Plug, Spark 

134-18:28 

1 

Housing, Blower 

155-0793 

1 

Muffler 

142-0359 

1 

Carburetor - For Component Parts use carburetor 

x 


142-0367 listed as Optional Equipment 

149-1100 

1 

Line, fuel 

166-0481 

1 

Bracket, Coil Mounting 

160*0939 

1 

Coil, Ignition 

503-0465 

1 

Clamp, Coil 

336-0954 

1 

Lead, Breaker Box to Coil 

337-0056 

1 

Strap, Ground 

167-1476 

1 

Cable, Spark Plug - Hi .Tension 17'* 

167-1457 

1 

Cable, Spark Plug - Hi Tension 8" 

134-0674 

1 

Housing, Cylinder Air R.H. 

167-0091 

* 

i 

Shield Assembly, Switch 

ROD, CONNECTING 

;aluminui 

0 

114-0098 - 

2 

Standard 

114-0098-10 

2 

.010" Undersi2e 












SPECIAL PARTS LIST FOR MODEL 


CCK-MS 


SPEC 


2270J 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


Group - 6 


12 Volt Flywheel Alternator 


CCK-MS 


2289G 


SPECIAL PARTS LIST FOR MODEL 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARC LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. 

QTY. DESCRIPTION 

Group • 1 

r 

High Profile Breaker Box 

1 

r 

110-2358 

i 

Block Assembly, Cylinder 

508-0017 

2 Washer, Fiber 

110-0893 

2 

Retainer, Valve Spring 

145-0489 

1 Inlet, Csrburstor Air 

104-0601 

1 

Crankshaft 

503-0280 

1 Clamp, Hose 

U 2-0073- 

2 

Piston and Pin 

140-0211 

1 Tube, Air Cleaner Hose 

113-0089 

2 

Ring Set, Piston 

110-1000 

2 Seat, Intake Valve 

102-0392 

1 

Base, Oil (8 Quart) 

160-0929 

1 Bushing, Breaker Box 

120-0439 

1 

Cup, Oil Pump Intake 

160-0638 

1 Set, Point 

123-0548 

1 

Cap and Indicator, Oil Fill 



123-0255 

1 

Tube Oil Fill 



123-0092 

1 

Gasket, Oil Fill Tube 





Mounting 

Parts Not 

Furnished By Onan 

520-0119 

4 

Stud, Oil Base (Special) 

Fuel Pump 

Oil Gauge 

867-0003 

4 

Nut, Oil Base (Special) 


2AA AA £A 

1 

Switch, Lopko 


Air Cleaner 

502-0058 

1 

Tee, Lopko Switch 


Flywheel 

Starter 

502-0175 

1 

Adapter, Tee to Block 


110-1037 

110-0884 

2 

1 

Valve, Intake 

Head, Cylinder LH 


Carburetor 

110-0883 

1 

Head, Cylinder RH 



515-0006 

1 

Key, Crankshaft 



503-0479 

1 

Hose, Breather 



503-0107 

2 

Clamp, Breather Hose 



510-0015 

5 

Flyball, Governor 



103-0282 

1 

Gearcase Assembly (Complete) 



150-0620 

1 

Yoke, Governor 



510-0008 

1 

Bearing, Governor Shaft 



510-0019 

1 

Bearing, Gearcover 



509-0013 

1 

Seal, Oil - Front 



150-0377 

1 

Arm 8 Shaft* .Governor 



15Q-0US 

l 

-Bracket, Governor Spring 



518-0129 

1 

Ring, Retaining 



515-0094 

2 

Key, Wheel 



134-2374 

1 

Housing, Blower 



134-0588 

1 

Housing, Cylinder Air RH 



509-0035 

1 

Ring "0" 



517-0012 

1 

Plug, Plastic (Blind) 



508-0001 

2 

Grommet 



148-0361 

1 

Tube, Gas Inlet 



123-0951 

1 

Clamp 



154-1427 

1 

Manifold, Exhaust 



154-0356 

1 

Manifold, Intake 



167-1464 

1 

Lead, Hi Tension 



167-1463 

1 

Lead, Hi Tension 



338-0510 

1 

Harness, Wiring 



167-0229 

1 

Support, Hi Tension Cable 



154-0360 

2 

Gasket, Exhaust Manifold 



160-1097 

1 

Box, Ignition Breaker 





(Complete) 




Jtinp 1 1077 n_ 




1 


1 




SPECIAL PARTS LIST FOR MODEL CCK-MS _ SPEC 2313d _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. _ l 

_ OPTIONAL GROUPS IN CATALOG ABE LISTED BY GROUP NO. BELOW WHEN USED. _ 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Option - 6 Flywheel Alternator 

(Phelon ■ 15 Ampere) 

Option - 27 Variable Speed Governor 

Control 

134-3019 1 Flywheel (Includes Ring Gear) 

134-0673 1 Gear, Ring - Flywheel 

323-0853 1 Body, Alternator Stator 

Leads Connector 




SPECIAL PARTS LIST FOR MODEL CCKA ~ MS _SPEC a313J 

FOR STANDARD PARTS REFER TO CATALOG 927-C253 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. OTY. DESCRIPTION PART NO. OTY. 

-1-1—i— -“- 

Group - 6 12 Volt Flywheel Alternator 

Group - 27 Variable Speed Governor 

134-2824 1 Guard* Flywheel Screw 

134-2621 1 Flywheel 


DESCRIPTION 


.A 1 


1077 




MODEL _CCK-MS _ SPEC 2543G.. . 

SUPPLEMENTARY PARTS LIST 900- 43 (per above model and spec.) 
Parts listed below apply to the above model. Use these parts in 
place of ( or in addition to ) the parts listed for Parts Key__L_ 
in the standard parts catalog No_ 927-0253 


PART NO. 


QUAN. 


DESCRIPTION 


This Engine is the same as 
CCK-MS/1091G. Use parts 
list in Vol. 12 MPC for 
CCK-MS/10916 to determine 
parts used for CCK-MS/2343G. 


Dated — , 3 ~20-72_j— Re vised •••-. ^ . Page_i of jL— 






110-1469 

l 

Block Assembly, Cylinder 

104-0275 

i 

Crankshaft 

105-0233 

l 

Camshaft 

112-0073 

2 

Piston $ Pin 

113-0089 

2 

Ring Set, Piston 

110-1037 

2 

Valve, Intake 

102-0562 

1 

Base, Oil 

120-0439 

1 

Cup, Oil Intake 

516-0160 

2 

Pin, Oil Base Dowel 

123-0861 

1 

Tube, Oil Fill 

123-0832 

1 

Cap 6 Indicator, Oil Fill 

123-0092 

1 

Gasket, Oil Fill Tube 

Mounting 

110-1428 

1 

Head, Cylinder RH 

110-1429 

1 

Head, Cylinder LH 

149-0136 

1 

Cover, Fuel Pump Hole 

103-0037 

1 

Gearcover 

509-0013 

1 

Seal, Front Oil 

510-0019 

1 

Bearing 

160-1097 

1 

Breaker Box Assembly 

134-1855 

1 

Housing, Blower : 

193-0147 

1 

Gauge, Oil Pressure 

508-0001 

1 

Grommet 

160-0929 

1. 

Bushing ignition Breaker 

Box 

160-0638 

1 

Point Set,: Ignition: 

160-0043 

1 

Gasket., Ignition Box 

Mounting 

502-0005 

1 

Elbow, Inverted Male 

167-0081 

2 

Plug, Spark 

134-0832 

1 

Baffle Plate, Blower 



Housing 

154-1029 

1 

,:-ManifpI^'v::'lhi;;4ke 

154-1534 

1 

Manifold, Exhaust 

148-0361 

1 

Tube, Gas Inlet 

150-0122 


Link, Governor 

516-0036 

1 

Pin, Cotter 

516-0157 

1 

Pin, Cotter 

140-0994 

1 

Cleaner, Air 

503-0107 

1 

Clamp, Hose 

503-0653 

1 

Hose, Air Cleaner 

503-0004 

1 

Clamp, Hose 

145-0322 

1 

Inlet, Carburetor Air 

123-0293 

1 

Cap, Breather 

cnT riTQn 

1 

Clamp, Hose 

140-0211 

1 

Tube, Air Cleaner Hose 

134-1591 

1 

Housing, Cylinder Air RH 

151-0345 

T 

Governor Assembly - External 

150-0104 

1 

Gasket, Governor 

120-0102 

1 

Line, Governor Oil 

r* * * * -a 


.Ti ir*A 1 1Q77 r*^_=_■ 


520-0058 

1 

Tee, Oil 

150-0100 

1 

Shaft, Idler Gear 

150-0101 

1 

Gear, Idler 

150-0116 

1 

Collar, Governor Idler 
Stud 

110-1283 

1 

Cover, Timing 

110-0893 

2 

Retainer, Valve Spring 

502-0150 

1 

Tee, Oil Line 

102-0563 

1 

Gasket, Oil Base 

505-0094 

1 

Key, Wheel 


Parts Not Furnished by Onan 

Fuei Pump - Ignition Coil 
Flywheel - Hi Tension Leads 
Carburetor 



SPECIAL PARTS LIST FOR MODEL 


CCK-MS 


SPEC 


2348G 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. OTY. 


DESCRIPTION 


PART NO. OTY. 


DESCRIPTION 


T-:-:---1-— 

309-0064 1 Switch, Low Oil Pressure 

502-0019 1 Elbow, Oil 


1 








SPECIAL PARTS LIST FOR MODEL „_ _ SPEC _ 

FOR STANDARD PARTS REF ER TO CATALOG 927-0253 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


CCK-MS 


Zdoovj 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

---|- ! - 1 --- ' "| " i-r 

Group S 12 Volt Flywheel Alternator 

Group - 13 12 Volt Starter 

Group - 18 Combination Carburetor 

Group - 27 Variable Speed Governor 

Group - 36 Electric Choke - Sisson 


102- 0684 1 Base, Oil 

120-0648 1 ■ Cup,. Oil'-Pump Intake 

123-0674 1 Tube, Oil Fill 

123-0694 1 Cap 8 Indicator, Oil Fill 

110-0883 1 Head, Cylinder LH 

110-0884 1 Head, Cylinder RH 

134-2121 1 Housing, Blower 

134-0674 1 Housing, Cylinder Air RH 

309-0064 1 Switch, Lopko 

193-0006 1 Gauge, Oil Pressure 

155-0593 1 Muffler, Exhaust 

148-0147 1 Pipe, Fuel 

502-0002 1 Elbow, Inverted Male 

518-0006 1 Clip, Rod End 

166-0403 1 Bracket 8 Fitting, Coil 

502-000 3 1 Connector 

505-0057 1 Plug, Pipe C1/8 M ) 

103- 0332 1 Gear Cover Assembly 

(Complete) 

110-0893 2 Retainer, Valve Spring 

501-0015 1 Line, Oil 

517- 0009 1 Plug, Dot Button 

321-0169 1 Clip, Fuci 

518- 0176 1 Clip 

155-0360 2 Gasket, Exhaust Manifold 

Mounting' 

153-0361 1 Linkage, Choke 

142-0367 1 Carburetor 

134-1895 1 Flywheel 






CCKA-MF 


2390G 


SPECIAL PARTS LIST FOR MODEL 


FOR STANDARD PARTS REFER TO CATALOG. 


_ SPEC 

927-0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

-— -:- 1 —|——- 1 - 


Group - 8 


Alternator LS Mounted 

Group - 28 


Top Mounted Engine Control 

110-1418 

1 

Block Assembly, Cylinder 

105-0234 

1 

Camshaft 

102-0339 

1 

Base, Oil 

134-0670 

1 

Baffle, Air 

190-0266 

1 

Housing, Clutch 

123-0129 

1 

Tube, Breather 

307-0367 

1 

Solenoid, Start 

134-0675 

1 

Wheel, Blower 

134-1075 

1 

Housing, Cylinder Air RH 

155-1083 

1 

Muffler, Exhaust 

150-1000 

1 

Arm, Governor Extension 

505-0618 

1 

Cap, Pipe 

134-1796 

1 

Housing, Blower 

501-0203 

1 

Line, Gil 

502-0020 

1 

Elbow, Oil Line 

150-0147 

1 

Rod, Gov emo r Control 

150-0621 

1 

Nut, Governor Adjusting 

154-0360 

2 

Gasket, Exhaust Mfuffler 


1 


June T. 1Q77 


i 





CCK-4G 


2403G 


SPECIAL PARTS LIST FOR MODEL _ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. OTY. DESCRIPTION 

- -,-1-; 1—r~-1- - - 

Group “ 25 Rectangular Air Cleaner 

Group - 30 4:1 Gear Reduction LH 


110-1707 1 Block Assembly, Cylinder 

102-0438 1 Base, Oil 

140-0404 1 Cleaner, Air 

155-0480 1 Muffler, Exhaust 

104-0641 1 Crankshaft 


_Tim*a 1.1 Q77 


1 




SPECIAL PARTS LIST FOR MODEL cqMIS _ SPEC * <WDl * 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


2405G 


PART NO. QTY. DESCRIPTION PART NO. QTY. 

-1- - -1—i- 

Group - 8 Alternator Mounted LH 

Group - 25 Rectangular Air Cleaner 

Group - 36 Electric Choke - Sisson 


110-1516 1 Block Assembly, Cylinder 

110-1037 2 Valve> Intake 

110-0904 2 Rotocap, Intake Valve 

102- 0380 1 Base, Oil 

120r0648 1 Cup, Oil Rump Intake 

123-0531 1 Tube, Oil Fill 

123-0544 1 Cap § Indicator, Oil Fill 

309-0010 1 Switch, LOPKO 

193-0005 1 Gauge, Oil Pressure 

502-0005 1 Elbow, Oil Pressure Gauge 

501- 0004 1 Line, Oil 

502- 0058 1 Tee, Oil Line 

103- 0332 1 Gearcover 

150-0159 1 Bracket, Governor Adjusting 

134-0599 1 Clip, Air Housing - 

134-0674 1 Housing, Cylinder Air RH 

134-1574 1 Housingv Blower 

307-0367 1 Solenoid, Start 

155-0593 1 Muffler, Exhaust 

167-1484 1 Lead, Hi-Tension #1 21^" lg 

167-1465 1 Lead, Hi-Tension #2 8-3/4"lg 

515-0198 1 Key> Crankshaft 

110-1000 2 Seat, Intake Valve 


Parts Npt Furnishecf by Onan 
Manual Choke 
Fuel Pump 


DESCRIPTION 





CCK-MS 


2417 


n 


SPECIAL PARTS LIST FOR MODEL 


SPEC 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Group - 8 


“1- 

Alternator LS Mounted 

Group - 17 


Gas Fuel System 

Group - 18 


Combination Carburetor 

Group - 25 


Rectangular Air Cleaner 

Group - 27 


Variable Speed Governor 

102-0648 

1 

Cup, Oil Pump Intake 

123-0531 

1 

Tube, Oil Fill 

123-0544 

1 

Cap 8 Indicator, Oil Fill 

102-0380 

1 

Base, Oil 

104-0704 

1 

Crankshaft 

110-0883 

1 

Head, Cylinder RH 

110-0884 

1 

Head, Cylinder LH 

134-1574 

1 

Housing, Blower 

155-0714 

1 

Muffler, Exhaust 

152-0155 

1 

Swivel, Choke 

516-0059 

1 

Lock, Hair Pin 

142-0113 

1 

Swivel 

515-0202 

1 

Key, Crankshaft 

110-0839 

2 

Retainer, Valve Spring 

142-0397 

1 

Carburetor * 

152-0155 

1 

#Swivel, Choke 

815-0104 

1 

#Screw, Fillister Hd. 

Mach. (8-32 x 5/16) - 
Swivel Mounting 

516-0059 

1 

#Lock, Hair Pin - Swivel 


Mounting 


* - Same as carburetor listed in group 18 
except parts marked 





SPECIAL PARTS LIST FOR MODEL_ CCKA ~ MF _SPEC •* 41MU 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


241SG 


PART NO. OTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

—.-,-■- ; -j—i -1- 

Group - 5 12 Volt Flywheel Alternator 

Group - 28 Top Mounted Control Panel 


110-1418 1 Block Assembly, Cylinder 

102- 0653 1 Base, Oil 

190- 0266 1 Housing, Clutch 

191- 0701 1 Flywheel 

134-2036 1 Housing, Blower 

152- 0164 1 Arm, Variable Speed Control 

307-0367 1 Solenoid, Start 

153- 0328 1 Cable, Choke 

134-0670 1 Baffle, Air 

501- 0203 1 Line, Oil 

502- 0020 1 Elbow, Oil Line 

321-0169 1 Clip, Fuse 

153- 0328 1 Cable, Choke 

140-0471 1 Line, Breather 

515-0202 1 Key, Crankshaft .. 

150-1000 1 Arm, Governor Extension 

150-0147 1 Rod, Governor Control 

150-0621 1 Nut, Governor Adjusting 

155-1083 1 Muffler, Exhaust 

154- 0360 2 Gasket, Exhaust Muffler 

505-0618 1 Cap, Pipe - Exhaust Muffler 

134-1075 T Housing, Cylinder Air RH 

134-1895 1 Flywheel 

103- 0332 1 Gear Cover Assembly 

(Complete) 


.Tune 1. 1977 


1 




7A7AC, 


_ . CCKA-MS 

MODEL__ SPEC_ 

SUPPLEMENTARY PARTS LiST 900- 43 (per above model and spec.) 
Parts listed below apply to the above model. Use these parts in 

place of ( or in addition to ) the parts listed for Parts Kov-i_- 

in the standard parts catalog _ 927-0253 


PART NO. OUAN. 


DESCRIPTION 


NOTE: 5 Ball Governor 


102B387 

104D436 

RTF 

110A1S27 

120B648 

123A657 

S09A134 

105A238 

517-48 

515-146 

505-265 

160A963 

160C92S 

160A1143 

160AS31 

160A723 

502- 58 
309A10 
142A429 
142K428 
142-420 
142-227 
142-15 
142-393 
520A114 
145A353 
123B293 

503- 107 
134C2410 
134B2S00 
167-239 
150A159 
134D2131 
166B535 
167A1463 
167A1464 
13401638 
13401639 


Base, Oil 
Crankshaft 

Block Assy., Cylinder - Includes Bearing Plate, 
Bearings, Guides 8 Seats 
Guide, Valve - Intake 

Intake, Oil Pump - Includes Cup, Screen 6 Pipe 

Cap $ Indicator, Oil Fill 

Seal, Valve Stem Oil 

Camshaft - Includes Center Pin 

Plug, Camshaft Expansion 

Key, Crankshaft - Rear 

Plug, Oil Drain - Magnetic 

Box Assy., Breaker 

Box, Breaker 

Diaphragm, Breaker Box 

Guide, Plunger - Breaker Box 

Plunger, Breaker Box 

Tee, Low Oil Pressure Cut-Off Switch 

Switch, Low Oil Pressure Cut-Off 

Carburetor Assembly 

Repair Kit, Carburetor 

Shaft Assy., Choke (Carburetor) 

Pin, Choke Stop (Carburetor) 

Plug, Nozzle (Carburetor) 

Jet, Main - Fixed (Carburetor) 

Stud, Intake Manifold 
Inlet, Carburetor Air 
Cap, Breather Tube 

Clamp, Hose - Air Inlet to Carburetor 
Housing, Blower 
Housing, Cylinder Air • Right 
Plug, Spark 

Bracket, Governor Spring 
Baffle, Air 
Coil, Ignition 

Cable, Spark Plug - 19 - 1/4" Long 

Cable* Spark Plug - 23 - 3/4" Long 

Shield, Heat - R.H. 

Shield, Heat - L.H. 


Doled. 


7-17-72 


Revised: 


Page. 




CCKA-MS 


2426G 


MODEL. 


SPEC. 


SUPPLEMENTARY PARTS LIST 900- 43 (per above mode! and spec.) 
Parts listed below apply to the above ^odei. Use these parts in 
place of ( or in addition to ) the parts fitted lor Parts * 4 
in the standard parts catalog Wa. 927-0253 


PART NO. 

QUAN. 

DESCRIPTION 

i t ini ia 

J 

1 

Adapter, Oil Filter 

122A321 

1 

Gasket, Oil Filter Adapter 

154C898 

1 

Tube, Exhaust - R.H. 

154C899 

1 

Tube, Exhaust - L.H. 

127R.V?* 

1 

Filter, Oil 

122A347 

1 

Gasket, Oil Filter 

122B345 

1 

Tube, Oil Filter Drain 

191D790 1 

1 

Motor Assembly, Starting - Complete 

191-806 

1 

Yoke Assembly 

191-743 

1 

Armature 

191-744 

1 

Clutch, Starter 

191-745 

1 i 

i 

Stop, Pinion 

191-746 

1 

Ring 

191-807 

1 

Washer, Plain - Armature 

191-808 

1 

Bracket Assembly, Front 

191-749 

1 

Lever Assembly 

191-750 

1 

Spring, Lever - Small 

191-751 

1 

Spring, Lever - Large 

191-752 

1 

Holder, Spring 

191-809 

1 

Bracket Assembly, Rear 

191-754 

1 

Washer, Plain - Nearest to Commutator 

191-755 

1 

Washer, Plain - Furthest from Commutator 

191-756 

1 

Washer, Insulator 

191-757 

4 

Brush 

191-758 

A 

*t 

Spring, Brush 

191-759 

2 

Bolt, Through 

191-760 

3 

Screw, Machine P.H. 

191-761 

1 

Switch Assembly. Solenoid 

191-762 

1 

Coil Assembly, Field 

191-763 

1 

Bearing, Front 

191-764 

1 

Bearing, Rear 

191-765 

4 

Pole Shoe 

191-766 

4 

i 

Screw, Pan Head 

NOT FURNISHED BY 0NAN 

Oil Gauge 

Rope Sheave 

Fuel Pump 

Air Cleaner 

Blower Housing Grille 

Spark Advance 


RTF - Refer to factory, giving complete Model, Spec and Serial No. 

Dated..— 1 17 72 _ Revised-_ —__ . P age 2 of ^ 








SPECIAL PARTS LIST FOR MODEL _ _ SPEC _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. _L 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


„ SPEC 

927-0253 


2427G 


PART NO. QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


t ; 1 i r 

Group - 8 Alternator LS Mounted 


134-2018 1 Wheel, Blower 

190-0171 1 Adapter, Clutch 

154-0781 1 Muffler, Exhaust 

150-0755 1 Bracket, Governor Spring 

150-0698 1 Spring, Governor 

517-0009 1 Plug, Dot Button 

104-0344 1 Crankshaft 

167-1459 1 Lead, Hi-Tehsion #1 

167-1073 1 Lead, Hi-Tension #2 

515-0202 1 Key, Crankshaft 


Parts Not Furnished by Onan 
Oil Gauge 
Manual Choke 
Clutch 


.Tuna 1 


1Q77 





CCKA-MS 


2432G 


MODEL 


SPEC. 


SUPPLEMENTARY PARTS LIST 900- 43 (per above model and spec.) 
Parts listed below apply to the above model. Use these parts in 
place of ( or in addition to ) the parts listed for Parts Key. 
in the standard parts catalog No.. 


927-0253 


PART NO. 

OUAN. 

DESCRIPTION 

U0A1904 

1 

NOTE: This plant has Vacu-Flo Cooling ( 

5 Ball Governor § Optional Top 

Mounting Alternator Covered in Main 
Parts catalog. 

Block Assy*., Cylinder - Includes Bearing Plat* 



Bearings, Guides $ Seats 

104D706 

1 

Crankshaft 

509A134 1 

£ 

Seal, Valve Stem Oil 

113A152 

2 

Ring Set, Piston 

112-71 

2 

Piston 8 Pin - Includes Retaining Rings 

102E387 

1 

Base, Oil 

120B648 

1 

Intake, Oil Pump - Includes Cup, Pipe § Screei 

123A527 

1 

Cap § Indicator, Oil Fill 

134C2153 

■ 1 1 

Scroll, Air Discharge 

148P465 

1 

Regulator, Gas 

148A418 

1 

Vaporizer, Gas 

148B483 

1 

Clamp, Vaporizer Mtg. 

502-39 

3 

Elbow, Male - Vaporizer (1) 8 Regulator (2) 

148A475 

1 

Line, Fuel - Vaporizer to Regulator 

505-8 

1 

Slotted Plug - Vaporizer 

149A136 

1 

Cover, Fuel Pump Hole 

167A1073 

1 

Cable, Spark Plug - 13-1/2" Long 

167A1327 

1 

Cable, Spark Plug - 20-1/2" Long 

160A558 

■ 2 

Nipple, Rubber - Coil 

166A403 

1 

Bracket, Coil § Fitting Assy. 

502-3 

1 

Connector, Inverted Male - Fitting Assy. 

505-57 

1 

Plug, Square Head -Fitting Assy. 

501-15 

1 

Line, Oil - 16" Long 

154C781 

1 

Manifold, Exhaust 

150A979 

1 

Link, Throttle 

141B647 

1 

Carburetor Assy. (LPG) 

141K652 

1 

Gasket Kit, Carburetor 

141K653 

1 

Repair Kit, Carburetor 

502-39 

1 

Elbow/ Inverted Male - Carburetor 

148B69S 

1 

Line, Fuel - Regulator to Carburetor 

140-797 

1 

Tube, Air Cleaner Breather 


Dated ■ Revised_ ...^ _ Page_l_ of _£ 








CCKA-MS 


2432G 


MODEL. 


SPEC 


SUPPLEMENTARY PARTS LIST 900- 43 (par above model and spec.) 
Part* listed below apply to the above model. Use these parts in 
place of ( or in oddition to ) the partsjisud for Parts Key_JL_ 
in the standard parts catalog No_L-j_ 


PART NO. 


OUAN. 


DESCRIPTION 


140-459 

503-398 

14SA316 

134CI576 

517-9 

517-35 

191G511 

I91B725 

191C831 


1 

1 

1 

1 

1 

1 

1 

1 

1 


Clip, Breather Tube 

Clamp, Hose - 1-3/4" Max. Dia. 

Ring, Carburetor to Air Cleaner Adapter 
Housing, Blower 

Button, Dot - Blower Housing - For 2" Hole 
Button, Dot - Blower Housing - For 1-1/6" Hole 
Motor, Starting 
Guard, Alternator Belt 
Bracket, Alternator Mounting 


NOT FURNISHED BY OMAN: 


Rope Sheave 



7/18/72 Pd 9 ._i_ ol_i 






2437G 


MODEL. 


CCKA-MS 


SPEC. 


SUPPLEMENTARY PARTS LIST 900- 43 (per above model and spec.) 
Parts listed below apply to the above model. Use these parts in 
place of ( or in addition to ) the parts listed for Parts Key. 
in the standard parts catalog No.. 


927-0253 


PARTNO. 


OUAN. 


NOTE: 


DESCRIPTION 


This plant has Vacu-Flo Cooling, 

5 Ball Governor § Optional Top Mounting 
Alternator covered in main Parts Catalog 


110A1904 

104D706 

509A134 

112-71 

II3A152 

102E387 ■ 

120B648 

123A527 

167A1073 

167A1327 

160A558 

166A403 

502-3 

505-57 

501-15 


154C781 

142A416 

134C2154 

134C1576 

517-9 ■ ; 

517-35 

191C511 

19IB725 

191C831 


1 

1 

2 

2 

2 

1 

1 

1 

1 

1 

2 

1 

1 

1 

1 

i 

l 

l 

l 

l 

I 

l 

1 

l 


Block Assy., Cylinder - Includes Bearing Plate, 
Bearings, Guides 8 Seats 
Crankshaft 

Seal, Valve Stem Oil 

Piston 8 Pin - Includes Re .ining Ring 

Ring Set, Piston 

Base, Oil 

Intake, Oil Pump - Includes Cup, Pipe 8 Screen 

Cap 8 Indicator, Oil Fill 

Cable, Spark Plug - 13-1/2" long 

Cable, Spark Plug - 20-1/2" long 

Nipple, Rubber - Coil 

Bracket, Coil 8 Fitting Assy. 

Connector, Inverted Male - Fitting Assy. 

Plug, Square Head - Fitting Assy. 

Line, Oil - 16" Long 
Manifold, Exhaust 
Carburetor Assembly 
Scroll, Air Discharge 
Housing, Blower 

Biiittph, Dot - Blower Housing - For 2" Hole 
Button/ Dot - Blower Housing - For 1-1/6" Hole 
Mptor, $tarting 
Guard, Alternator Belt 
Bracket, Alternator Mounting 

NOT FURNISHED BY ONAN: 

Rope Sheave 
Manual Choke , 


frqtwd'. 7/18/72 guvhfld Poge—l— of-i— 







SPECIAL PARTS LIST FOR MODEL CCKA-MS SPEC 244IG 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

OTY. 

DESCRIPTION 

Group - 1 
Group - 13 
Group - 32 
Group - 36 

. . . 1 

High Profile Breaker Box 

12 Volt Starter 

Spin On Oil Filter 

Sisson Choke . 

110-2375 

T 

Block Assembly, Cylinder 

104-0578 

1 

Crankshaft 

102-0380 

l 

Base, Oil 

123-0531 

l 

Tube, Oil Fill 

123-0544 

l 

Cap Indicator, Oil Fill 

112-0073 

2 

Piston 8 Pin 

113-0089 

2 

Ring Set, Piston 

160-1097 

1 

Box, Breaker - Ignition 

134-2025 

1 

Housing, Blower 

154-0987 

1 

Muffler, Exhaust 

140-0776 

1 

Cleaner, Air 

134-2131 

1 

Baffle, Air 

134-2094 

1 

Housing, Cylinder Air RH 

503-04U 

1 

Hose, Air Cleaner 

503-0280 

3 

Clamp, Hose 

309-0010 

1 

Switch, Oil Pressure 

502-0058 

1 

Tee, Oil Pressure Switch 

160-0638 

1 

Point Set, Ignition 

160-0929 

1 

Bushing, Ignition Breaker 

Box 

502-0395 

1 

Connecter 

154^-0987 

1 

Muffler, Exhaust 

154-0360 

2 

Gasket, Exhaust Muffler 
Mounting 

110-0904 

2 

Rotor Cap, Valve 

145-0094 

1 

Inlet, ; Carburetor Air 

123-0293 

1 ' 

Cap, Breather 

503-0769 

1 

Clamp, Hose 


PART NO. OTY, 


DESCRIPTION 




CCK-MS: 


SPECIAL PARTS LIST FOR MODEL 


SPEC 


2446G 


FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY DESCRIPTION PART NO. QTY. DESCRIPTION 

----,---- r ~j~ -I--- ; - 


Group - 8 


Alternator - LS Mounted 

Group - 13 


12 Volt Starter 

Group - 14 


Gas-Gasoline Fuel System 

Group - 18 


Combination Carburetor 

Group - 28 


Top Mounted Engine Control 

Group - 36 


Electric Choke (Sisson) 

102-0457 

1 

Base, Oil 

123-0648 

* 

X 

Cup, Oil Pump Intake 

123-0527 

1 

Cap § Indicator, Oil Fill 

307-1031 

1 

Solenoid, Start 

155-1253 

1 

Muffler, Exhaust 

134-1796 

1 

Housing, Blower 

134-1253 

1 

Housing, Cylinder Air RH 

150-1000 

1 

Arm, Governor Extension 

1 P ^ A i A 

130-U^OU 

1 

Linkage, Choke 

505-0618 

1 

Cap, Pipe 

154-0360 

2 

Gasket, Exhaust 

148-0147 

1 

Pipe, Fuel 

142-0367 

T 

Carburetor 


JlITte 1 . 1077 






SPECIAL PARTS LIST FOR MODEL 


CCKA-S 


SPEC 


2447G 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


QTY. 


DESCRIPTION 


PART NO. 


QTY. 


DESCRIPTION 




104-0541 

102-0555 

113-0089 

112-0073 

110-0884 

110-0833 

154-0372 

145-0150 

123-0293 

503-0280 

140-0211 

134-1393 

134-1566 

517-0009 

517-0021 

I CCt ATCO 
1 «JU ”U / 

150-0698 

193-0108 

134-1393 

167-1484 

167-1484 

154-0360 


1 Crankshaft 

1 Base, Oil 

2 Ring Set, Piston 

2 Piston and Pin 

1 Head, Cylinder RH 

1 Head, Cylinder LH 

1 Manifold, Exhaust 

1 Inlet, Carburetor Air 

1 Cap, Breather Tube 

1 Clamp, Breather 

1 Sleeve, Air Cleaner Hose 

1 Flywheel 

1 Housing, Blower 

1 Button, Dot 

1 , Button, Dot 

1 Arm, Governor Right Pull 

1 Spring, Goverao 

1 Sender, Oil Pressure 

1 Wheel, Blower 

1 Lead, Hi Tension #1 

1 Lead, Hi Tension #2 

2 Gasket, Exhaust Manifold 


Parts Not Furnished by Onan 
Oil Gauge 
Rope Sheave 
Manual Choke 
Air Cleaner 


Tuna 1 1Q77 
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1 




MODEL CCKA - MS SPEC. _£!£!!!_ 

SUPPLEMENTARY PARTS LIST 900- 43 (per above model and spec.) 
Parts listed below apply to the above model. Use these parts in 
place of ( or in addition to ) the parts listed for Parts Key-f¬ 
in the standard parts catalog No - 927 " 0253 


PART NO. 

OUAN. 

DESCRIPTION 

110A1000 

2 

Seat, Intake Valve 

104D486 

1 

Crankshaft 

110B1037 

2 

Valve, Intake 

102B570 

1 

Base Oil 

309A2S5 

1 

! Switch, Hatko 

123A1246 

1 

Indicator § Cap Assembly, Oil 

123B1220 

1 

Tube Assembly, Oil Fill 

134C1574 

1 

Housing Assembly, Blower 

*1 7-9 

1 

Button, Dot 

166A403 

1 

Bracket 8 Fitting Assembly, Coil 

167A1484 

1 

Lead, Hi-Tension 

123B293 

1 

Cap, Breather Tube 

X40A211 

1 

Sleeve (Carb) 

503-280 

1 

Clamp, Hose 

145A305 

1 

Inlet, Carburetor Air 

154A356 

1 

Manifold, Intake 

154C1562 

1 

Manifold. Exhaust 

153A223 

1 

Choke 

153A361 

1 

Linakge, Choke i 

142A562 

1 

Carburetor (For Components Use Parts Listed : 
142A416 Carburetor in Main Parts Catalog) 

142A324 

1 

Lever Assembly, Throttle Stop 

505-210 

1 

Pipe, Nipple (1/2 x 2") 

505-40 

Tv 

1 

Elbow (1/2 x 90°) 

505-100 

.. 1 

Nipple, Close (1/2 x 1-1/8") 

505-307 

1 

Coupling, Reducer (3/4 x 1/2") 

502-20 

1 

Elbow, Street 90° 

502-2 

1 

Elbow, Inverted Male 

150A678 

1 

Clip, Sensitivity 

167-737 

2 

Plug, Spark 

134B825 

1 

Wheel Blower 5 Ring 

150-159 

1 

Bracket, Governor Spring 

110A1516 

1 

Block Assembly, Cylinder 

120B648 

1 

Cup, Oil Intake 

Not Furnished By Onan: 

Oil Gauge 

Rope Sheave 

Guel Pump 

Air Cleaner 


Dated_ 4/13/73 _. Page_L of_L 




CCK-MS 


2470 G 


SPECIAL PARTS LIST FOR MODEL 


FOR STANDARD PARTS REFER 


_ SPEC 

*0 CATALOG 927-0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 


DESCRIPTION 


PART NO. 


QTY. 


DESCRIPTION 


T 


Group - 8 Alternator, LS Mounted 

104-0882 1 Crankshaft 




1 


1 





CCKA-MS 


*474G 


SPECIAL PARTS LIST FOR MODEL .. _ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 



PART NO. 


QTY. 


Group - 1 High Profile Breaker Box 

Group - 5 Charging Alternator 

Group - 13 12 V Solenoid Starter 

Group - 32 Spin-On Oil Filter 

Group - 36 Sisson Choke 


110-2375 1 Block Assembly, Cylinder 

110-1000 2 Insert, Intake Valve Seat 

104-0882 I Crankshaft 

112- 0073 2 Piston 8 Pin 

113- 0089 2 Ring Set, Piston 

110-1037 2 Valve, Intake 

110-0904 4 Rotocap, Valve Spring 

Retainer 

134-2131 1 Baffle, Air 

102-0747 1 Base, Oil 

305-0478 1 Regulator-Rectifier Assembly 

123-0544 1 Cap and Indicator, Oil 

Fill 

123-0531 1 Tube, Oil Fill 

502-0058 1 Tee, Oil Line 

309-0010 1 Switch, Oil Pressure 

501- 0003 1 Line, Oil 

160-1097 1 Box Assembly, Breaker 

Complete 

160-0638 1 Point Set 

104-0170 1 Screw, Flywheel 

134-2022 1 Housing, Blower 

502- 0005 1 Elbow, Oil Gauge 

193-0005 1 Gauge, Oil Pressure 

154-0987 1 Manifold, Exhaust 

153-0456 1 Link-Choke to Carburetor 

502-0395 1 Connector, Fuel Line to 

Carburetor 

140-0776 1 Cleaner, Air 

145-0224 1 Inlet, Carburetor Air 

515-0006 1 Key - Stub Shaft 

192-0083 1 Rope, Starting 

134-2094 1 Housing, Cylinder Air-RH 


DESCRIPTION 


SPECIAL PARTS LIST FOR MODEL CCKA-MS _ SPEC 2481 G _ 

FOR STANDARD PARTS REFER TO CATALOG 927.0253 KEY NO. _jl 
optional groups in catalog are listed by group no. below when used. 


PART NO. 

OTY, 

DESCRIPTION 

PART NO. 

QTY. 

DESCRIPTION 

Group 5 

1 

1 

Charging Alternator ! 

191-0922 

1 

1 

♦Motor, Starter 

Group 32 


Spin-On Oil Filter 

191-0854 

1 

Flange, Starter Mounting 




191-0864 

2 

Spacer, Starter Mounting 

110-1885 

1 

Block Assembly, Cylinder 

517-0109 

1 

Plug, Blower Housing 

110-1000 

2 

Insert, Intake Valve Seat 

166-0535 

1 

Coil, Ignition 

110-1827 

2 

Guide, Valve - Intake 

509-0035 

1 

Ring, "0"-Spark Plug Cable 

516-0011 

2 

Pin, Gearcase Align 

167-1463 

1 

Cable, Spark Plug - 19" 

509-0041 

1 

Seal, Oil - Bearing Plate 

167-1464 

1 

Cable, Spark Plug - 24" 

104-0789 

1 

Crankshaft 

518-0178 

1 

Clip, Stator Harness 

105-0238 

1 

Camshaft 

518-0176 

2 

Clip 

517-0048 

1 

Plug, Expansion 

140-1206 

1 

Base, Air Cleaner 

509-0090 

2 

Seal, Intake Valve Stem 

509-0124 

1 

Seal, "6" Ring-Air Cleane: 

110-1037 

2 

Valve, Intake 

140-1055 

1 

Element, Air Cleaner 

110-0904 

4 

Rotocap, Valve Spring Retr. 

140-1053 

1 

Cover, Air Cleaner 

167-0188 

1 

Clip 

123-1264 

l 

Hose, Breather 

102-0706 

1 

Base, Oil 

503-0171 

1 

Clamp, Breather Hose 

1 rtT A'TT'l 

1 

Gearcase Assembly 

140-1058-—.' 

1 

Clamp, Air Cleaner 

123-0694 

1 

Cap 8 Indicator, Oil Fill 

5Q3-0301 

1 

Clamp, Fuel Hose to Carb. 

123-1216 

1 

Tube, Oil Fill * 

508-0162 

1 

Grommet, Blower Housing 

149-0136 

1 

Cover, Fuel Pump Hole 

134-2094 

1 

Housing, Cylinder Air-RH 

134-2283 

1 

Flywheel-Includes Ring Gear 

505-0057 

1 

Plug, Oil Drain 

104-0170 

1 

Screw, Flywheel 

149-1322 

1 

Pump, Vacuum Fuel-Complet* 

150-1073 

1 

Extension, Governor Arm 



(Includes Parts Marked ** 

150-0147 

1 

Stud, Speed Adjusting 

142-0537 

1 

♦♦Plate Assembly, Valve 

142-0564 


♦Carburetor 



(Includes Cap and Clamp) 

502-0313 

1 

Elbow, Fuel Line to Carb. 

142-0540 

2 

♦♦Screw, Cover 

309-0237 

1 

Switch, Oil Pressure 

149-1323 

1 

♦♦Gasket, Base 

123-0953 

1 

Tube, Breather 

142-0541 

1 

♦♦Gasket, Valve Plate 

509-0117 

1 

Seal, 0 Ring-Breather Tube 

142-0545 

1 

♦♦Spring, Pump 

123-0954 

1 

Cap, Breather Tube 

149-1326 

1 

**Cover, Pump 

123-0958 

1 

Screen, Breather Tube 

149-1324 

1 

♦♦Base, Pump 

123-0865 

1 

Baffle, Breather Tube 

142-0552 

1 

♦♦Disc, Pump 

134-2644 

1 

Housing, Blower 

142-0555 

1 

♦♦Diaphragm, Pump 

134-2131 

1 

Baffle, Air 

191-0989 

1 

#Bracket Assembly, Front 

332-0051 

2 

Clip-Vacuum Pump Pulse 

191-0990 

1 

#Bearing, Front Bracket 



Hose (1) And Vacuum Pump 

191-0995 

l 

#Clutch Assembly 



Outlet Hose (1) 

191-Q996 

1 

#Armature 

503-0385 

1 

Hose - Pulse - 8" 

191-1001 

1 

#Field Coil Set (Includes 

5Q3-0385 

1 

Hose - Pump to Carb. - 14 n 



Positive Brush) 

503-0301 

3 

Clamp - Fuel Pump Hoses $ Gag 

142-0371 

1 

+Kit, Repair 

149-1321 

1 

Cap, Fuel Pump 

142-0370 

1 

+Nut and Jet, Nozzle 

508-0005 

1 

Grommet, Fuel Line 

142-Q227 

1 

+Pin, Choke Stop 

149-1329 

1 

Bracket, Fuel Pump Mounting 

*** Same as 

standard carburetor except parts 

152-0192 

1 

Bracket, Governor Control 

marked 

+. TH r0 ttl e stop assembly not fur 

518-0176 

1 

Clip, Cable-Governor Cont. 

* Sane as 

standard starter key 2 and 4 (Beg 

152-0193 

1 

Arm, Governor Control 

Spec‘ J) 

except parts marked #. 

152-0155 

1 

Swivel, Governor Control 

Parts not furnished by Onan / : 

516-0059 

1 

Pin, Cotter-Governor Cont. 

' Manual Choke 


152-0196 

1 

Spacer, Governor Arm 

Oil Gauge 


149-1330 

1 

Tube, Pulse 

1 Rope, Sheave 


502-0018 

1 

Connector, Inverted Male - 

| Muffler-. 




Oil Fill Tube to Pulse Tube 

| Spark and Advance Mechanism 





SPECIAL PARTS LIST FOR MODEL .. ■ CCK ^ IS _ SPEC 


2482G 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 
optional groups in catalog are listed by group no. below when used. 


PART NO. OTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

--- , - ;---•“-“- 

Group - 8 Alterriator LS Mounted 

Group - 34 Vacu Flo Cooling 

Group - 36 Electric Choke - Sisson 


123-0593 1 Tube, Oil Fill 

307-0455 1 Solenoid, Idle 

145-0173 1 Bracket, Idle Solenoid 

150-0754 1 Bracket, Idle Solenoid 

Spring 

306-0152 1 Plunger, Idle 8 Solenoid 

150-0703 1 Stud, Governor Adjusting 

150-0471 1 Spring, Governor Idle 

155-0549 1 Muffler, Exhaust 

134-0564 1 Scroll, Blower Housing 

510-0015 5 Flyball, Governor 


^ rt i- 




1Q77 




SPECIAL PARTS LIST FOR MODEL CCMIS SPEC 249 — _ . 

FOR STANDARD PARTS REFER TO CATALOG 927-Q253 KEY NO. 

_ OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO; QTY. DESCRIPTION 

- —,-—- •. . ...-' I 1 " I ' .' — : -1 “ - ^ : 


Group - 27 


Variable Speed Governor 

Group - 34 


Vacu-Flo Cooling 

Group - 36 


Electric Choke (Sisson!) 

134-0564 

I 

Scroll^ Blower Housing 

102-0387 

1 

Base, Oil 

123-0679 

1 

Tube, Oil Fill 

123-0527 

1 

Cap § Indicator, Oil Fill 

309-0010 

1 

Switch, Oi 1 Pressure 

502-0058 

1 

Tee 

134-1576 

1 

Housing, Blower 

517-0035 

1 

Button, Dot 

154-0606 

1 

Manifold, Exhaust 

307-0367 

1 

Solenoid, Start 

149-0775 

1 

Line, Fuel 

150-1000 

1 

Arm, Governor 

145-0094 

1 

Inlet, Carburetor Air 

503-0107 

1 

Clamp, Air Inlet 

123-0293 

1 

Cap, Breather 

140-1160 

1 

Cleaner, Air 

140-0495 

1 

Cartridge, Air Cleaner 

503-0280 

1 

Clamp 

140-0538 

1 

Cover, Air Cleaner 

518-0056 

1 

Screw, Wing 

140-0596 

1 

Spacer 

167-1554 

1 

Lead, Hi Tension #1 Cyl. 

167-1555 

1 

Lead, Hi Tension #2 Cyl. 

167-0062 

2 

Cover, Spark Plug 

167-0063 

2 

Cover, Spark Plug. 

167-0064 

2 

Clamp, Spark PlugCover 

152-0O96 : -. 

.. i 

--Bracket, Variable Speed 
Mounting 

152-0095 

1 

Arm, Governor Control 

515-0198 

1 

Key, Crankshaft 


1 1077 


1 






SPECIAL PARTS LIST FOR MODEL >. CCKA " MS _ : _ SPEC _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


2500G 


PART NO. QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


Group - 5 Charging Alternator 

Group - 27 Variable Speed Control 


102- 0653 1 Base. Oil 

167-0188 1 Clip, Gearcase 

103- 0332 1 Gearcase Assembly 

502-0002 1 Elbow, Oil Line 

104- 0170 1 Screw, Flywheel 

134-2022 1 Housing, Blower 

517-0009 1 Plug, Dot Button 

321-0169 1 Clip, Fuse Holder 

192-0083 1 Rope, Starting 


Parts Not Furnished by Onan 
Oil Gauge 


June 1. 1977 


1 



SPECIAL PARTS LIST FOR MODEL cckm-MS SPEC 2504G 

FOR STANDARD PARTS REFER TO CATALOG _a2I=om_ KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY DESCRIPTIC 


PART NO. QTY. 


DESCRIPTION 


Manufactured For: Davey Compressor 
Option - 8 Alternator (Automotive Type, 

Left Side Mounted) 

Option - 34 Vacu-Flo Cooling 


110-1516 


110-1000 

123-0129 

520-0114 

110-0445 

120-0187 

104-0669 

110-1037 

505-0255 

160-0621 


Block Assembly, Cylinder 
(Refer To Standard Cylinder 
Block For Components, 

Except Farts Marked *) 
*Insert, Intake Valve Seat 
*Tube, Breather 
*Sfcud, Rear Bearing Plate 
*Nut, Hex - Rear Bearing 
Plate (5/16" - 24) 

Stud, Oil By-Pass Valve 

Crankshaft 

Valve, Intake 

Plug, Drain - Oil (Magnetic) 
Box Assembly, Breaker (Refer 
To Standard Breaker Box 
For Components, Except 
Parts Marked °) 


191-0305 

191-0515 


515-0051 

110-0904 


Brace, Alternator Bracket 
Motor, Starter (Refer To ; 
Standard Starter Motor Fb 
Components) 

Key, Crankshaft Stub 
Rotocap, Valve Spring 
Retainer 


Parts Not Furnished By Onan 
Air Cleaner 


160-0440 

1 

°Gasket, Breaker Box Cover 

167-0061 

1 

°Nipple, Shielded Wire 

517-0061 

1 

°Plug, Plastic (3/8" Hole) 

167-0215 

2 

Plug, Spark 

166-0382 

1 

Coil, Ignition 

166-0482 

1 

Bracket And Tee, Ignition 
Coil 

503-0465 

1 

Clamp, Ignition Coil 

505-0057 

1 

Plug, Pipe - Oil Tee (i/8") 

502-0003 

1 

Connector, Pipe - Oil Tee 

167^-1476 

1 

Cable, Spark Plug (17" Lg.) 

167-1457 

1 

Cable, Spark Plug (8" Lg.) 

336-0954 

1 

Lead, Breaker Box To Coil 

337-0056 

1 

Lead, Coil To Ground 

501-0015 

1 

Line, Oil Gauge (16" Lg.) 

502-0002 

1 

Elbow, Fuel Pump Inlet 

312-0168 

1 

Condenser, Suppression 

154-0513 

1 

Manifold, Exhaust 

145-0150 

1 

Inlet, Carburetor Air 

123-0293 

1 

Cap, Breather Tube 

140-0211 

1 

Sleeve, Carburetor Air Inlet 

503<-0280 

1 

Clamp, Air Inlet Sleeve 

149-1100 

1 

Line, Fuel Pump To Carbureto 

crto mm 

1 

Clamp, Carburetor Air Inlet 

517-0035 

1 

Plug, Dot Button - Blower 
Housing (1-1/16" Timing 
Hole) 

517-0009 

1 

Plug, Dot Button - Blower 
Housing (2" Hole) 












SPECIAL PARTS LIST FOR MODEL 


CCKA-MS 


FOR STANDARD PA 


DTO DCCCD TO 


™ w _ SPEC 

FO CATALOG 927-0255 


2506G 


KEY NO. 


TIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

Group - 1 

.r 

High Profile Breaker Box 

110-1418 

1 

Block Assembly, Cylinder 

104-0877 

1 

Crankshaft 

517-0048 

1 

Plug, Expansion 

105-0058 

1 

Plunger, Camshaft 

105-0059 

1 

Spring, Camshaft Plunger 

105-0251 

1 

Camshaft 

105-0030 

1 

Gear, Timing - Camshaft 

515-0146 

1 

Key, Stub Shaft 

102-0551 

1 

Base, Oil 

505-0056 

2 

Plug, Oil Drain ' 

103-0446 

1 

Gearcase Assembly - 
Complete 

e i n nn A 

Ol /-UU4 / 

1 

Plug, Expansion 

516-0051 

1 

Plug, Gearcase 

149-0136 

1 

Cover, Fuel Pump Hole 

123-0657 

1 

Cap and Indicator, Oil Fill 

123-0675 

1 

Tube, Oil Fill 

526-0185 

1 

Washer, Flywheel Mounting 

501-0118 

1 

Line, Oil 

502-0002 

1 

Elbow, Oil Line - Inverted 

508-0084 

1 

Grommet 

134-1731 

1 

Housing, Blower 

167-0177 

2 

Plug, Spark 

517-0035 

1 

Button, Dpt - 1-1/16" 

520-0114 

4 

Stud - Exhaust Tube 

Mounting 

142-0485 

1 

*Carburetor 

167-1491 

1 

Cable, Spark Plug - 19" 

167-1408 

... 1 

Cable, Spark Plug - 12" 

166-0438 

1 

Bracket, Coil and 

Resistor Mounting 

123-0293 

1 

Cap, Breather Tube 

145-0353 

1 

Inlet, Carburetor Air 

518-0238 

1 

Clip 

134-1644 

1 

Housing, Cylinder Air - 
LH 

134-1645 

1 

Housing, Cylinder Air - 
RH 

503-0107 

1 

Clamp - Inlet to Carburetor 

154-0898 

1 

Tube, Exhaust - R.H.- 

154-0899 

1 

Tube, Exhaust - L.H. 

113-0152 

2 

Ring Set, Piston 


PART NO. QTY. DESCRIPTION 

1 -)----—“ 

145-0361 1 #Lever, Idle Stop. 

812- 0065 1 #Screw, Jhchine - Rd. Hd. ^ 

Idle Stop (6-32 x 5/8) 
861-0008 1 #Nut, Hex - Lever Jfcg. - 

(10-32) 

813- 0102 1 ffScrew, MachiTie - Rd;-Hdv "■ 

Lever Ntg. (10-32 x 5/8) 


* - Same as standard carburetor except for 
parts marked #. 

Parts Not Furnished by Onan 
Oil Gauge 
Starter 
Rope Sheave 
Air Cleaner 

Spark Advance Nfechanism 


i 








SPECIAL PARTS LIST FOR MODEL 


CCKA-MS 


SPEC 


2507 G 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

OTY. 

DESCRIPTION 

Group - 1 

1 

High Profile Breaker Box 

110-2461 

1 

Block Assembly, Cylinder 

110-1827 

2 

Guide, Valve - Intake 

104-0877 

1 

Crankshaft 

105-0238 

1 

Camshaft - Includes Center 



■ Pin 

517-0048 

1 

Plug, Expansion 

515-0146 

1 

Key, Stub Shaft 

509-0090 

2 

Seal, Oil - Valve Stem 

102-0551 

1 

Base, Oil . 

123-0657 

1 

Cap and Indicator 

505-0255 

1 

Plug, Oil Drain - Magnetic 

526-0185 

1 

Washer, Flywheel Mounting 

501-0118 

1 

Line, Oil. 

502-0002 

1 

Elbow, Oil Line - Inverted 

508-0084 

1 

Grommet 

520-0114 

4 

Stud - Exhaust Tubes 



Mounting 

142-0429 

1 

* Carburetor " 

167-1491 

1 

Cable, Spark Plug-19" 

167-1408 

1 

Cable, Spark Plug-12" 

166-0438 

1 

Bracket, Coil and Resistor 



Mounting 

518-0238 

1 

Clip 

517-0035 

■ 1 

Button, Dot - 1-1/16" 

503-0107 

. 1 

Clamp, Inlet to Carburetor 

123-0293 

1 

Cap, Breather Tube 

145-0353 

1 

Inlet, Carburetor Air 

134-1731 

1 

Housing, Blower ; 

134-1644 

■ 1 

Housing, cylinder Air-LH 

134-1645 

i 

Housing;, v Cylinder Air-RH 

167-0177 

2 

Plug, Spark 

103-0281 

1 

Gearcase Assy. Complete 

509-0097 

1 

Seal, Oil - Inside 

509-0107 

1 

Seal, Oil - Outside 

150-0159 

■1 

1 

Bracket, Governor Spring 

154-0898 

1 

Tube, Exhaust - RH 

154-0899 

1 

Tube, Exhaust - LH 

* - Same as 

standard carburetor except 

less inlet plug. 

Parts Not Furnished by Onan 

Oil Gauge 

Starter 


Rope Sheave 

Fuel Pump § Primer 

Air Cleaner 

Spark Advance Mechanism .,,,... 



' '-i" i ^ . 


PART NO. QTY. DESCRIPTION 













SPECIAL PARTS LIST FOR MODEL CCKtMS SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


_ SPEC 

927-0253 


2508G 


PART NO. QTY. DESCRIPTION 


I 


Group • 13 


12 Volt Starter 

Group - 32 


Full Flo Oil Filter 

Group - 34 


Vacu-Flo Cooling 

110-2194 

1 

Block Assembly, Cylinder 

110-0893 

- 4 

Retainer, Valve Spring 

104-0515 

1 

Crankshaft 

509-0090 

2 

Seal, Valve Stem Oil 

166-0519 

1 

Bracket, Timing 

123-0576 

1 

Cap 5 Indicator, Oil Fill 

123-0568 

1 

Tube, Oil Fill 

149-0136 

1 

Cover, Fuel Pump Hole 

517-0035 

1 

Button, Dot 

167-0054 

2 

Plug, Spark 

191-0134 

1 

Pulley, Generator 

134-2094 

1 

Housing, Cylinder Air - RH 

134-1356 

1 

Scroll, Blower Housing 

166-0403 

1 

Bracket, Coll Mounting 

142-0473 : 

1 

■ Carburetor . 

505-0057; 

. 1 . 

Plug, Pipe i/RV' ^ 

502-0003 

1 

Connector 

167-1484 

1 

Lead, Hi Tension (21% Ig) 

167-1465 

1 

Lead, Hi Tension (8-3/4 lgj 

154-1480 

1 

■Manifold, Exhaust 

148-0147 

1 

Pipe, Fuel 

134-2138 

1 

Housing, Blower 

150-0635 

1 

Bracket, Governor Linkage 

150-0698 

1 

Spring, Governor 

510-0015 

. 5- 

Flyball, Governor 

142-0371 

1 

#Kit, Repair (Includes; 


■"■gfcsket'-.'kst 

! "bushings and sh aft a?sembly, 

throttle fly; screws and idle 
adjustingneedle ) 

Parts Not Furnished by Onan 
Oil Gauge 
Rope Sheave 
Manual Choke 
Air Cleaner 

* - Same as carburetor listed in Group 19 
except added part marked #. 


PART NO. QTY 


DESCRIPTION 









SPECIAL PARTS LIST FOR MODEL CGK ^ S _SPEC . 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO, 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


25Q9G 


PART NO. 

QTY. 

DESCRIPTION 

Group - 13 
Group - 32 
Group - 34 

1 i 

12 Volt Starter 

Full Flo Oil Filter 

Vacu-Flo Cooling 

110-2194 

1 

Block Assembly, Cylinder 

110-0893 

4 

Retainer, Valve Spring 

104-0515 

1 

Crankshaft 

509-0090 

2 

Seal, Valve Stem Oil 

166-0519 

1 

Bracket, Timing 

123-0576 

1 

Cap and Indicator, Oil Fill 

123-0568 

1 

Tube, Oil Fill 

517-0035 

1 

Button, Dot 

167-0054 

2 

Plug> Spark 

191-0134 

1 

Pulley, Generator 

154-2094 

1 

Housing, Cylinder Air RH 

134-1356 

1 

Scroll, Blower Housing 

166-0403 

1 

Bracket, Coil Mounting 

505-0057 

1 

Plug, Pipe. 1/8** ;: • 

502-0003 

1 

Connector 

167-1484 

1 

Lead, Hi Tension (2l*s M Ig) 

167-1465 

1 . 

Lead, Hi Tension (8-3/4" lg) 

154-1480 

1 

Manifold, Exhaust 

134-2138 

1 

Housing, Blower 

150-0635 

1 

Bracket, Governor Linkage 

150-0698 

1 

Spring, Governor 

510-0015 

5 

Flyball, Governor 

104-0302 

1 

Flywheel 

142-0363 

i 

Carburetor *: 


PART NO. QTY. 


DESCRIPTION 


Parts Not Furnished by Onaii 
Oil Gauge 
Rope Sheave 
Manual Choke 
Air Cleaner 

* - Key no. 2 Spec A through F used. 
Breakdown in PTC. 







SPECIAL PARTS LIST FOR MODEL 


CCK-MS 


SPEC 


2511G 


FOR STANDARD PARTS REFER TO CATALOG 927 0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LiSTEO 8Y GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. 


Group - 8 


Alternator LS Mounted 

150-0755 

1 

Arm, Governor - Front Pull 

150-0638 

1 

Spring, Governor 

307-0367 

1 

Solenoid, Start 

155-0480 

1 

Muffler, Exhaust 

510-0015 

5 

Flyball, Governor 


DESCRIPTION 



MODEL 


CCKA-MS 


SPEC. 


2523G 


SUPPLEMENTARY PARTS LIST 900- 43 (per above model and spec.) 
Parts listed below apply to the above model. Use these parts in 
place of ( or in addition to ) the parts .listed for Parts Key. 4 
in the standard parts catalog No.. 


927-0253 


PART NO. 

QUAN. 

DESCRIPTION 

I04D486 

1 

Crankshaft 

102B653 

1 

Base, Oil 

150A377 

.1 

Arm 5 Shaft Assembly (Governor) 

150A236 

1 

Yoke, Governor 

149D690 

1 

Pump, Fuel 

502-2 

1 

Elbow, Inverted 

332A1358 

1 

Bracket, Connector Mounting 

134B2134 

1 

Housing, Cylinder Air (R.H.) 

13ID790 

1 

Starter 

110A915 

1 

Block Assembly, Cylinder 

120B648 

1 

Cup, Oil Intake 

123A527 

1 

Indicator § Cap Assembly, Oil 

134B2134 

1 

Housing/ Cylinder Air (R.H.) 

134C1624 

1 

Housing, Blower 

510-15 

5 • 

Ball, Governor Fly 

150A635 

* 

i 

Bracket, Governor Linkage 

150A698 

1 

Spring, Governor 


NOTE: Optional Flywheel Alternator Group in Main 
Parts Catalog applies to this engine. 


Dated 


4/13/73 


Revised 


Pase_l 


of 


1 





SPECIAL PARTS LIST FOR MODEL 


CCK-S 


SPEC 


2S27G 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


q 


DESCRIPTION 


PART NO. 


QTY. 


DESCRIPTION 


T 


110-2462 

104-0882 

102-0418 

120-0400 

123-0489 

101-0390 

154-0601 

505-0003 

505-0087 

331-0053 

134-1019 

140-0537 

140-0495 

140-0538 

503-0280 

CA7 0107 

f 

149-0775 

140-0554 

145-0094 

123-0293 

503-0769 


1 

1 

1 

1 

1 

1 

1 

2 

2 

2 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 


Block Assembly, Cylinder 

Crankshaft 

Base, Oil 

Cup, Oil Pump Intake 
Cap § Indicator, Oil Fill 
Plate, Rear Bearing 
Manifold, : Intake 
Elbow, Street 90? 

Nipple , Close (1" x 3" lg) 
Nut, Lock 

Baffle, Fuel Pump Air 
Base, Air Cleaner 
Cartridge/, Air Cleaner 
Cover, Air Cleaner 
Clamp, Air Cleaner Hose 
Clamp, Air Cleaner Hose 
Line, Fuel 
Spacer ' 

Inlet, Carburetor Air 
Cup, Breather tube 
Clamp, Hose 


Parts Not Furnished by Onan 
Muffler 


June 1. 1977 


T 


1 







SPECIAL PARTS LIST FOR MODEL 


CCKA-MS 


SPEC 


2S39G 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. QTY. 

DESCRIPTION 


Group - 34 

1 

Vacu-Flo Cooling 

.”1— 1 



510-0015 

5 

Ball, Fly, Governor 




307-0367 

1 

Relay, Start Solenoid 




336-0102 

1 

Lead, Start Solenoid 




123-0679 

1 

Tube, Oil Fill 




150-0755 

1 

Arm, Extension - Governor 




104-0302 

1 

Flywheel - Includes 






Ring Gear 




526-0017 

1 

Washer, Flywheel Mounting 




104-0170 

1 

Screw, Flywheel Mounting 




501-0015 

1 

Line, Oil - Block to 






Bracket 




134-1653 

1 

Housing, Blower 




517-0035 

1 

Button, Dot - 1—1/16" 




517-0021 

1 

Button, Dot - 7/8" 




517-0009 

1 

Button, Dot >2" 




134-0753 

1 

Wheel, Blower 




191-0134 

1 

Pulley 




154-0377 

1 

Manifold, Exhaust 




149-0775 

1 

Line, Fuel - Pump to Carb. 




166-0403 

1 

Bracket, Coil Mounting 




502-0003 

1 

Connector, Oil Line - 






Coil Bracket 




505-0057 

1 

Plug, Oil Line - Coil 






Bracket 




501-0005 

1 

Line, Fuel - .Pump Inlet 




145-0094 

1 

Inlet, Carburetor Air 




123-0293 

1 

Cap, Breather Tube 




503-0769 

1 

Clamp - Inlet to Cap 




140-11.6.0. 

1 





140-0495 

1 

Element, Air Cleaner 




140-0538 

1 

Cover, Air Cleaner 




140-0554 

1 

Spacer, Air Cleaner 


1 


150-0698 

1 

Spring:, Governor 




503-0107 

1 

Clamp - Inlet to Carb. 




503-0280 

1 

Clamp, Air Cleaner 




192-0083 

1 

Rope, Starting 





ti rt 1 


1077 


I 


T 



SPECIAL PARTS LIST FOR MODEL 


CCKA-MS 


SPEC 


2542G 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

Group » 5 

- - J .i 

Charging Alternator 

Group - 27 


Variable Speed Control 

110-2550 

1 

Block Assembly, Cylinder 

101-0447 

1 

Plate Assembly, Bearing 

104-0767 

1 

Crankshaft - Includes 
Spline 

102-0653 

1 

Base, Oil \ 

167-0188 

1 

Clip, Gearcase 

103-0332 

1 

Gearcase Assembly 

134-2022 

1 

Housing, Blower 

502-0005 

1 

Elbow, Oil Gauge 

193-0005 

1 

Gauge, Oil 

517-0009 

1 

Button, Dot 

192-0083 

1 

Rope, Starting 


PART NO. QTY. 


DESCRIPTION 




SPECIAL PARTS LIST FOR MODEL_ A ~ m _ SPEC 26446 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


Group - 8 
Group - 17 
Group - 25 


Left Side Mtd. Alternator 
Gas Fuel System 
Rectangular Air Cleaner 


Block Assembly, Cylinder 
Plate Assembly, Bearing 
Crankshaft - Includes 
Spline 

Washer, Valve Spring 
Retainer 
Base, Oil 

Relay, Start Solenoid 
Lead, Start Solenoid 
Cover, Fuel Pump Hole 
Cap and Indicator, Oil Fill 
Tube, Oil Fill 
Cover, Oil Fill - Oil Base 
Belt, Drive - Alternator 
♦Carburetor 
Rope, Starting 
Clamp - Inlet to Carburetor 
#Kiti Repair (Includes 
gasket kit, throttle 
bushings and shaft assembly, 
throttle fly screws and 
idle adjusting needle.) 


* - Same as carburetor listed in Group 19 
except added part marked #. 


110-2550 

101- 0447 
104-0767 

110-0893 

102- 0380 
307-0367 
336-0102 
150-0159 
123-0544 
123-0531 
123-0286 
511-0090 
142-0472 
192-0083 
503-0004 
142-0475 


T-- 


1 


i m'T 


SPECIAL PARTS LIST FOR MODEL CCKA-MS _ SPEC 2550G _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. _4 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

Group - 8 
Group - 28 
Group - 32 

1 

Left Side Mtd. Alternator 

Top Mounted Engine Control 
Spin-On Oil Filter 

110-2375 

1 

Block Assembly, Cylinder 

110-1000 

2 

Insert, Intake Valve Seat 

110-1037 

2 

Valve, Intake 

110-0904 

4 

Rotocap, Valve Spring 
Retainer 

307-0367 

1 

Relay, Start Solenoid 

336-0102 

1 

Lead* Start Solenoid 

123-0679 

1 

Tube, Oil Fill 

150-1000 

1 

Extension, Arm 

134-2690 

1 

Housing, Blower 

152-0170 

1 

Lever, Throttle Control 

302-0062 

1 

Ammeter (45-0-45) 

508-0084 

1 

Grommet, Blower Housing 

149-0775 

1 

Line, Fuel ^ Pump to 
Carburetor 

167-1484 

1 

Cable, Spark Plug - 21-1/2" 

167-1465 

1 

Cable, Spark Plug - 8-3/4" 

134-2057 

1 

Housing,. Cylinder Air 
- ,,RH i • • 

140-0495 

1 

Element, Air Cleaner . 

140-0538 

1 

Cover, Air Cleaner 

140-0537 

1 

Housing, Air Cleaner 

145-0094 

1 

Inlet, Carburetor:Air 

123-0293 

1 

Cap, Breather Tube 

503-0769 

1 

Clamp - Inlet to Cap 

134-1019 

1 

Baffle, Fuel Pump Air 

140-0554 

1 

Spacer, Air Cleaner 

503-0107 

1 

Clamp - Air Inlet to 
Carburetor 

503-0280 

1 

Clamp - Inlet to Air 

Cleaner 

155-1083 

1 

Muffler 

505-0618 

1 

Cap, Muffler 

192-0083 

1 

Rope Starting 


T. ... 



PART NO. QTY. DESCRIPTION 






CCK-4MG 


SPECIAL PARTS LIST FOR MODEL ._ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


2551G 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

- -,-—-:- ! —“— ---r—s- - — - t- - 

Group - 8 Alternator LS Mounted 

Group - 30 4:1 Gear Reduction 

Group - 34 Vacu-Flo Cooling 


110-1707 1 Block Assembly, Cylinder 

104-0641 1 Crankshaft 

150-0952 1 Arm, Governor - Right Pull 

155-0550 1 Muffler, Exhaust 

134-0824 1 Scroll, Blower 

104- 0302 1 Flywheel (Includes. Ring Gear) 

134-0753 1 Blower Wheel 

517-0021 1 Button, Dot 

517-0035 1 Button, Dot 

517-0009 1 Button, Dot 

140-0283 1 Cleaner, Air 

307-0367 1 Solenoid, Start 

510-0015 5 Flyball, Governor 

501-0015 1 Line, Oil 

191-0305 1 Brace, Alternator Mounting 

134-1653 1 Housing, Blower 

105- 0140 1 Camshaft ■ 


Parts Not Furnished by Onan 
Oil Gauge 
Choke 

Rope Sheave 


T__ 


1 


i a77 


1 


1 




SPECIAL PARTS LIST FOR MODEL 


CCK-MS 


SPEC 


2S52G 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY NO. 


OFTiONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

Group - 8 
Group - 28 
Group - 32 

1 

Alternator LS Mounted 

Top Mounted Engine Control 
Full Flow Oil Filter 

110-2375 

1 

Block Assembly, Cylinder 

110-1037 

2 

Valve, Intake 

110-0904 

4 

Rotocap, Exhaust § Intake 
Valve 

102-0339 

1 

Base, Oil 

123-0527 

1 

Cap 8 Indicator, Oil Fill 

123-0679 

1 

Tube, Oil Fill 

134-2690 

1 

Housing, Blower 

152-0170 

1 

Arm, Governor Control 

152-0041 

2 

Washer, Spring Cup 

193-0005 

1 

Gauge, Oil Pressure 

152-0328 

1 

Cable, Choke 

502-0055 

1 

Elbow, Pipe 90° 

502-0002 

1 

Elbow, Male 90® 

508-0084 

1 

Grommet 

307-0367 

1 

Solenoid, Start 

167-1484 

1 

Lead, Hi Tension #1 Cyl. 

167-1465 

1 

Lead, Hi Tension #2 Cyl. 

502-0020 

' 1 ■ 

Elbow, Street 

501-0203 

1 

Line, Oil 

140-0775 

1 

Line, Fuel 

150-0147 

1 

Stud, Governor Adjusting 

150-1000 

1 

Arm, Governor 

140-0537 

1 

Cleaner, Air 

140-0495 

1 

Cartridge, Air Cleaner 

140-0538 

1 

Cover, Air Cleaner 

140-0554 

"■ 1 

Spacer, Air Cleaner 

123-0293 

1 

Cap, Breather Tube 

145-0094 

1 

Inlet, Carburetor Air 

134-1019 

1 

Baffle 

503-0107 

1 

Clamp, Inlet to Carburetor 

503-0280 

1 

Clamp, Inlet to Air Cleaner 

505-0618 

1 

Cap, Pipe - Muffler 

155-1083 

1 

Muffler, Exhaust 

154-0360 

2 

Gasket, Exhaust Muffler Mtg. 

134-2057 

1 

Housing, Cylinder Air RH 

150-0621 

1 

Nut, Governor Adjusting 


PART NO. QTY, 


DESCRIPTION 






CCKA-MS 


2560G 


SPECIAL PARTS LIST FOR MODEL _ _ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


Group - 6 
Group - 27 
Group - 32 


12 V 15 Amp Alternator 
Variable Speed Control 
Spin-On Oil Filter 


110-1860 

505-0057 

134-2131 

191-0922 

191-0864 

191-0854 

102- 0667 
167-0188 

103- 0332 

7 *7 £. 'll m 

518-0178 

134-2621 

104- 0170 
134-2685 
167-0229 
332-0050 

308-0315 

167-1484 

167-1465 

134-2094 

191-0989 

191-0990 

191-0995 

191-0996 

191-1001 


Block Assembly, Cylinder 
Plug, Filter Adapter 
Baffle, Air 
♦Motor, Starter 
Spacer, Starter Mounting 
Flange, Starter Mounting 
Base, Oil 
Clip, Gearcase 
Gearcase Assembly - 
Complete 

Lead, Harness - Output 
Clip, Harness 
Flywheel 

Screw, Flywheel Mounting 
Housing, Blower 
Support, Cable - Housing 
Clip, Cable Support - 
Housing 

Switch, Start-Stop 
Cable, Spark Plug - 21-1/2" 
Cable, Spark Plug - 8-3/4" 
Housing, Cylinder Air RH 

#Bracket Assembly, Front 
#Bearing, Front Bracket 
#Clutch Assembly 
#Armature 

#Field Coil Set (Includes 
. Positive Brush) 


Same as standard Starter Key 2 and 4 
(Begin Spec J) except parts marked #. 


Parts not furnished by Onan 
Oil Gauge 
Rope Sheave 


1 


1 Q77 



SPECIAL PARTS LIST FOR MODEL _CCKA-MS_ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


2561G 


PART NO. QTY. DESCRIPTION PART NO. QTY. 

-r—- i ~—:-:- 1 —i- 1 — -r 

Group - 6 12 V 15A Alternator 

Group - 32 Spin-On Oil Filter 


110-1860 1 Block Assembly, Cylinder 

134-2131 1 Baffle, Air 

191-0922 1 *Motor, Starter 

191-0854 1 Flange,: Starter Mounting 

191-0864 2 Spacer, Starter Mounting 

102- 0667 1 Base,Oil 

103- 0332 1 Gearcase Assembly - , 

Complete 

336-2192 1 Lead, Harness - Output 

518-0178 1 Clip, Harness 

134-2688 1 Housing, Blower 

150-0635 1 Bracket, Governor Arm 

167-1484 1 Cable, Spark Plug - 21-1/2" 

167-1465 1 Cable, Spark Plug - 8-3/4" 

134-2094 1 Housing, Cylinder Air - RH 

152-0096 1 Stud, Governor 

150-0698 1 Spring, Governor 

191-0989 1 ^Bracket Assembly, Front 

191-0990 1 #Bearing, Front Bracket 

191-0995 1 #Clutch Assembly 

191-0996 1 #Armature 

191-1001 1 frField Coil Set (Includes 

Positive Brush) 


* Same as standard Starter Key 2 and 4 
(Begin Spec J) except parts marked #. 


Parts mot furnished by Onan 
Oil Gauge 
Rope Sheave 
Manual Choke 


DESCRIPTION 








SPECIAL PARTS LIST FOR MODEL CCK ~ S _ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 


2566G 

KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. 

- j— - : - - - 1 — f- 

Group - 1 High Profile Breaker Box 

Group - 25 Retangular Air Cleaner 

Group - 34 Vacu-Flo Cooling 


104-0882 1 Crankshaft 

114-0098 2 Rod, Connecting 

120-0400 1 Cup, Oil Pump Intake 

102-0428 1 Base, Oil 

123-0489 1 Cap § Indicator, Oil Fill 

134-1572 1 Housing, Blower 

517-0035 1 Button Dot 

166- 0383 1 Bracket, Coil Mounting 

167- 1467 1 Cable, Spark Plug - RH 

167-1468 1 Cable, Spark Plug - LH 

508-0114 1 Grommet, Rubber 

153-0113 1 Cover,Electric Choke 

153-0017 1 Spring, Choke 

153- 0058 1 Bracket, Choke 

154- 0383 1 Manifold, Intake 

154-0526 1 Manifold, Exhaust 

150-0425 1 Washer, Vacuum Booster 

150-0382 1 Booster, VaScuunr (Includes 

Parts Marked *) 

150-0430 1 Bracket, Governor Spring 

150-0366 1 Spring, Vacuum Booster 

166-0346 1 Coil, Ignition (6 Volt) 

150-0664 1 *Cover, Vacuum Booster 

150-0393 1 *Diaphragm Assembly 

150-1352 1 *Pin, Vent 

150-1365 1 *Housing, Vacuum Booster 

150-0366 1 *Spring 

516-0085 1 *Pin, Roll 

150-0668 1 *Gasket 

150-0376 1 *Bracket 

150-0666 1 *Plate. Diaphragm 

516-0039 1 *Pin, Cotter 

166-0385 1 Cover, Ignition Coil 

503-0004 1 Clamp, Air Cleaner Hose 

142-0364 1 #Carburetor 

142-0037 1 Fly, Choke 

142-0183 1 Shaft Assembly, Choke 

142-0370 1 Nut 8 Jet, Nozzle 

134-0564 1 Scroll, Blower Housing 

142-0037 1 +Fly, Choke 

142-0183 1 +Shaft, Choke 

# - Use standard carburetor Key 1 and 2, 
Spec A through F except parts marked +. 


DESCRIPTION 





SPECIAL PARTS LIST FOR MODEL CCKA-.MS _;_ SPEC 2S67G _ 

FOR STANDARD PARTS REFER TO CATALOG Q?7.n?^ KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 

DESCRIPTION 

PART NO. 

QTY. DESCRIPTION 


1 


' 516-0059 

1 1 Pin, Cotter-Choke Lever 

Group - 13 


12V Solenoid Starter 


Swivel 

Group - 32 


Spin-On Oil Filter 

150-1264 

1 Spring, Governor 




332-1338 

1 Clamp-Loop Type-R.H.Cylindi 

110-1911 

1 

Block Assembly, Cylinder 


Air Housing 

110-1000 

2 

Insert, Intake Valve Seat 

140-1058 

1 Clamp, Air Cleaner 

516-0011 

2 

Pin, Gearcase Align 

140-1054 

1 Base, Air Cleaner 

517-0048 

1 

Plug, Expansion 

509-0124 

1 Seal, "0" Ring-Air Cleaner 

520-0114 

5 

Stud, Bearing Plate 

140-1055 

1 Element, Air Cleaner 

104-0885 

1 

Crankshaft 

140-1053 

1 Cover, Air Cleaner 

120-0704 

1 

Spacer, Oil By-Pass 

134-2094 

1 Housing, Cylinder Air-R.H; 

105-0238 

1 

Camshaft-Includes Center 

142-0530 

1 #Shaft, Choke 



Pin 



110-1037 

2 

ValVe> Intake 



110-0904 

4 

Rotocap, Valve Spring 





Retainer 

Parts Not 

Furnished by Onan 

120-0689 

1 

Line, Oil Pump Intake 


Oil Gauge 

120-0663 

1 

Cup, Oil Pump Intake 


Rope Sheave 

102-0655 

1 

Base, Oil 


Manual Choke 

123-1102 

1 

Cap and Indicator, Oil Fill 


Muffler 

123-0674 

1 

Tube, Oil Fill 


Spark Advance Mechanism 

305-0478 

1 

Regulator 



305-0477 

1 

Spacer, Regulator Mounting 

" VW \V . 

■ y- .. . '"7'T r ' > ■;: '! 

191-0736 

1 

Flange, Starter Motor 


1 ■; ; ■" -V" ■}'" ■ " ' •' ■" . : ' ;• 

191-0793 

1 

Clip, Wiring Harness 



332-1358 

1 

Bracket, Connector Mounting 


. "" ’ . . 

167-0188 

1 

Clip-Gearcase 

* - Same as Carburetor listed in Group 20 

103-0332 

1 

Gear Cover Assembly- 

except 

parts marked #. 



Complete 



123-0953 

1 

Tube, Breather 



123-0865 

1 

Baffle, Breather Tube" 



134-2556 

1 

Flywheel-Includes Ring 

T* " " 



191-0400 

1 

UVwl. 

Rotor 



134-1889 

1 

Guard, Flywheel 



309-0237 

1 

Switch, Oil Pressure 



509-0117 

1 

Seal, "0" Ring-Breather 





Tube 



123-0958 

1 

Screen, Breather Tube 



123-0951 

1 

Clamp, Breather Tube 



321-0169 

1 

Clip, Fuse Holder 



134-2199 

1 

Housing, Blower 



150-1297 

1 

Bracket, Governor Linkage 



142-0593 

1 

♦Carburetor 



167-1593 

1 

Cable, Spark Plug^-17%" 



167-1594 

1 

Cable/ Spark Plug-8 h" 




1 

Bracket, Coil Mounting 



503-0458 

1 

Clamp, Coil Mounting 



150-1310 

1 

Arm, Governor Pivot 



150-1269 

1 

Bushing-Coil Bracket to 





Pivot Arm 



152-0155 

1 

Swivel-Choke Lever 










CCKA-S 


SPECIAL PARTS LIST FOR MODEL 


SPEC 


25S3G 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

OTY. 

DESCRIPTION 

PART NO. QTY. 

DESCRIPTION 

Group - 1 

. P '"l ' 

Breaker Box, Ignition 

.. 1 -- ! 


Group - 20 


Gasoline Carburetor 





Adjustable Main Jets 



110-1418 

1 

Block Assembly, Cylinder 



104-0578 

1 

Crankshaft 



102-0468 

1 

Base, Oil 



105-0295 

1 

Camshaft 



113-0088 

2 

Ring Set, Piston 



123-0762 

1 

Cap 8 Indicator, Oil Fill 



123-0674 

1 

Tube, Oil Fill 



160-1072 

1 

Wheel, Magneto 



134-1579 

1 

Housing, Blower 



517-0021 

1 

Button, Dot 



r/in Artnr 

juo-uuyo 

2 

Grommet, Blower Housing 



154-0802 

1 

Manifold, Intake 



140-0470 

1 

Cleaner, Air 



150-1000 

1 

Arm, Governor Extension 



505-0008 

1 

Plug,: Pipe 



510-0015 

5 

j?lyba 11, Governor 



515-0006 

1 

Key, Crankcase 



503-0398 

1 

Clamp, Air Cleaner 




Parts Not Furnished by Onan 
Stop Button 


Ti in a "fi 


1 





CCK-MS 


2584G 


SPECIAL PARTS LIST FOR MODEL __rzL_; _ SPEC _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. OTY. DESCRIPTION 

-r- 1 —i— 1 - ; - 1 - - - 

Group - 8 Alternator LS Mounted 

Group - 34 Vacu-Flo Cooling 

Group - 36 Electric Choke - Sisson 


134-1576 1 Housing, Blower 

51/-0035 1 Button, Dot 

155-0593 1 Muffler, Exhaust 

307-0367 1 Solenoid, Start 

191-0305 1 Brace, Alternator Mounting 


June 1, 1977 


1 




CCK-MS 


2S85G 


SPECIAL PARTS LIST FOR MODEL 


SPEC 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

- ( - : - 1 --1—i---1- 

Group - 34 Vacu-Flo Cooling 

Group - 36 Electric Choke (Sisson) 


134-1576 1 Housing, Blower 

155-0593 1 Muffler, Exhaust 

307-0367 1 Solenoid, Start 

134-0564 1 Scroll, Blower Housing 


T i m a 1 


1 


1 


1 



SPECIAL PARTS LIST FOR MODEL CCK “ MS _ SPEC 25936 _- 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY, 

DESCRIPTION 

Group 1 

i 

High Profile Breaker Box 

110-2358 

1 

Block Assembly, Cylinder 

104-0601 

1 

Crankshaft 

110-1037 

2 

Valve, Intake 

110-0904 

4 

Rotocap, Valve 

112-0073 

2 

Piston 8 Pin 

113-0089 

2 

Ring Set, Piston 

102-0392 

1 

Base, Oil (8 qt) 

120-0439 

1 

Cup, Oil Pump Intake 

123-0548 

1 

Cap § Indicator, Oil Fill 

123-0255 

i 

Tube, Oil Fill 

110-0883 

i 

Head, Cylinder LH #1 Cyl. 

110-0884 

i 

Head, Cylinder RH #2 Cyl. 

160-1097 

l 

Box Assembly, Breaker 

160-0638 

l 

Point Set 

123-0953 

l 

Tube, Breather 

123-0954 

l 

Valve, Breather 

503-0170 

i 

Clamp, Hose 

503-0479 

l 

Hose, Breather 

503-0171 

i 

Clamp, Hose 

145-0489 

1 

Inlet, Carburetor Air 

140-0211 

l 

Tube, Air Cleaner Hose 

503-0280 

i 

Clamp, Hose 

134-2374 

l 

Housing, Blower 

167-0229 

l 

Support, Mi Tension 

517-0112 

l 

Plug, Plastic 

508-0001 

2 

Grommet 

509-0035 

1 

"0" Ring 

502-0058 

1 

Tee, Oil Line 

502-0175 

1 

Adapter, Block to Tee 

515-0094 

2 

Key, Wheel 

515-0006 

1 

Key, Crankshaft - Rear 

309-0064 

1 

Switch, Oil Pressure 

123-0092 

1 

Gasket, Oil Fill Tube Mtg 

509-0013 

1 

Seal, Oil - Front 

510-0019 

1 

Bearing, Gear Cover 

103-0282 

1 

Gear Cover 

160-0638 

1 

Point Set, Ignition 

510-0015 

5 

Flyball, Governor 

104-0091 

4 

Nut, Hex Oil Base Mtg. 
CSpecial) 

520-0119 

4 

Stud, Oil Base Mtg. 
(Special) 

142-0492 

1 

Carburetor * 

154-1617 

1 

Manifold, Intake 

154-1427 

1 

Manifold, Exhaust 

307-1289 

1 

Valve, Fuel Shut Off 

150-0159 

1 

Bracket, Governor Spring 

503-0107 

1 

Clamp, Hose 

509-0117 

1 

"0" Ring 

123-0958 

1 

Screen, Breather 

123-0865 

1 

Filter, Breather 


T_ 1 


PART NO. 

QTY. 

DESCRIPTION 

123-0951 

1 

l . ” 

Clamp, Inlet Mtg. 

167-1463 

1 

Lead, Hi Tension 

167-1464 

1 

Lead, Hi Tension 

110-1000 

2 

Seat, Intake Valve 

142-0565 

1 

#Kit, Repair 

142-0241 

1 

#Fly, Choke 

142-0192 

1 

#Shaft, Choke 

142-0459 

1 

#Valve and Seat Assembly 

142-0474 

1 

#Nut and Jet Nozzle 


* Same as standard carburetor except 
parts marked #. 


Parts not furnished by Onan 
Oil Gauge 
Fuel Pump 
Manual Choke 
Air Cleaner 
Starter 


1(117 



MODEL — COCA S SPEC. 2597 G 

SUPPLEMENTARY PARTS LIST 900- 43 (per above model and spec.) 
Parts listed below apply to the above model. Use these parts in 
place of ( or in addition to ) the parts listed for Parts Ke y 3 
in the standard parts catalog No. 927-0253 


PART NO. 

QUAN. 

DESCRIPTION 

110-1418 

1 

Block Assembly, Cylinder (Includes 1 , Bearings, Guides 
and Seats) 

104-0578 

l 

Crankshaft 

105-0295 

I 

Camshaft (Includes Pins) 

102-0468 

1 

Base, Oil 

120-0413 

1 

Intake, Oil Pump (Includes Cup, Screen 5 Pipe) 

123-0674 

1 

Tube, Oil Fill 

123-0762 

1 

Cap and Indicator, Oil Fill 

114-0203 

2 

Rod, Connecting 

113-0088 

2 

Ring Set, Piston 

160-1072 

1 

Flywheel,(Includes Magnets) 

154-0802 

1 

Manifold, Intake 

140-0684 

1 

Hose, Breather 

503-0398 

1 

Clamp, Air Cleaner 

140-0470 

1 

Cleaner, Air (Oil Bath) 

134-1579 

1 

Housing, Blower 

517-0021 

1 

Button, Dot (Blower Housing) 

193-0068 

1 

Gauge, Oil 

508-0095 

2 

Grommet (Blower Housing) 

502-0313 

1 

Elbow, Fuel Pump Inlet 

160-1051 

1 

Spring, Timing Control 

160-1049 

2 ' '! 

Weight 8 Pin, Timing Control 

518-0129 

2 ' I 

Lock, Timing Control 

149-0271 

1 

Primer Rod, Fuel Pump 

515-0006 

. 1 

Key, Crankshaft 

160-0261 

. 1 ‘ 

Wick, Breaker Box Assy. 

160-1040 

■ 1 ■' 

Gasket, Breaker Box Flange 

160-1041 

1 

Bushing, Breaker Box 

336-1574 

1 

Lead, Breaker Box 

510-0015 

5 

Ball Fly - Governor 

516-0172 

2 

Pin, Groove - Timing Control 

167-1464 

1 

Cable, Spark Plug R.H. 19" 

167-1462 

1 

Cable, Spark Plug L.H. 16 3/4” 

160-1056 

1 

Box 5 Integral Spacer, Breaker 

505-0008 

1 i 

Plug, Pipe - Intake Manifold 

142-0416 

1 

Carburetor, Gasoline 

142-0371 

1 

Repair Kit, Carburetor 

815-0103 

1 

Screw, Bowl Cover (Carburetor) 

815-0109 

2 

Screw, Bowl Cover (Carburetor) 

142-0370 

1 I 

Nut and Jet, Nozzle (Carburetor) 


Dated , 9/f21 ^ 73 __ Revised___ Page_L_ of_ ‘L 





MODEL 


CCKA S 


SPEC. 


2597 G 


SUPPLEMENTARY PARTS LIST 900- 43 (per above model and spec.) 
Parts listed below apply to the above model. Use these parts in 

place of ( or in addition to ) the parts listed for Parts Key_ 

in the standard parts eatalag No. 927-0253 - 


PART NO. 


QUAN. 


DESCRIPTION 


142-0046 
142-0206 
142-0045 
516-0027 
142;-0041 
142-0042 


1 

1 

1 

1 

1 


142-0227 


1 


Retainer, Main Adjusting Needle (Carburetor) 
Packing, Main Adjusting Needle (Carburetor) 
Retainer, Main Adjusting Needle Packing (Carbureto: 
Pin, Main Adjusting Needle (Carburetor) 

Needle, Main Adjusting (Carburetor) 

Needle, Assembly Main Adjusting (Includes 
Packing and Retaining) 

Pin, Choke Stop (Carburetor) 


Parts Not Furnished By ONAN: 


Muffler 
Stop Button 
Governor Cont ro1 Arm 


P 9 / 2 V 75 Revised—_! ; Page 1 — of — 





SPECIAL PARTS LIST FOR MODEL CCKA-MS SPEC 2603G 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Group - 8 
Group - 13 
Group - 17 
Group - 34 


—j- ; - 

Left Side Mounted Alternator 
12 V Solenoid Starter 

Gas Fuel System 

Vacu-Flo Cooling 

134-2131 

1 

Baffle, Air 

102-0707 

1 

Base, Oil 

191-0305 

1 

Brace, Alternator Bracket 

150-0159 

1 

Bracket, Governor Spring 

123-0679 

1 

Tube, Oil Fill 

104-0302 

1 

Flywheel - Includes Ring 

Gear 

192-0272 

1 

Sheave, Rope 

134-0753 

1 

Wheel, Blower 

145-0173 

1 

Bracket, Idle Solenoid 

142-0472 

1 

*Carburer or 

154-0377 

1 

Manifold, Exhaust - Includes 
Cap 

307-0455 

1 

Solenoid, Idle. 1.. 

306-0152 

1 

Plunger, Idle Solenoid 

134-2134 

1 

Housing, Cylinder Air RH 

150-0471 

1 

Spring, Governor to Solenoid 

150^0703 

1 

Stud, Governor Adjusting 

192-0083 

1 

Rope, Starting 

142-0475 

1 

Repair (Includes 
gasket kit, throttle 
bushings and shaft assembly, 
throttle fly screws and 
idle adjusting needle.) 


- Same as carburetor listed in Group 19 
except added part'marked #. 


.Tlino T 


1 0 7*7 


1 


1 



MODEL CCKA-MS _ UPFf 26216 

SUPPLEMENTARY PARTS LIST 900- 43 (per above model and spec.) 
Parts listed below apply to the above model. Use these parts in 
place of ( or in addition to ) the parts listed for Parts Key 4 
in the standard parts catalog N&. J 2 . 7-0253 


PART NO. 


—. \ 

OUAN.j 


NOTE: 


DESCRIPTION 


This Model is a Variable Speed Governor 
Control Unit 


110-1860 

104-0486 

102-0339 

123-0527 

120-0648 

122-0323 

122-0347 

122-0321 

122-0320 

526-0065 

503-0019 

154-2094 

153-0361 

152- 0155 

153- 0223 
516-0059 
309-0237 


1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

1 

1 

1 

1 

1 

1 

1 


Block Assembly, Cylinder (Includes Bearing, Guide 
and Seats) 

Crankshaft 
Base, Oil 

Cap § Indicator, Oil Fill 

Intake, Oil Pump (Includes Cup, Screen 8 Pipe) 

Filter, Oil 

Seal Air, Oil Filter 

Gasket, Oil Filter Adapter 

Adapter, Oil Filter 

Washer, Oil Filter Adapter Mounting (Copper) 

Hose, Clamp Air Cleaner 
Housing, Cylinder Air R.H. 

Linkage, Choke 
Swivel, Choke 
Choke, Electric 

H.P. Cotter Pin> Choke Assembly 
Switch, Low Oil Pressure 


Parts Not Furnished by ONAN: 
Control 


Dated.—9/21/73 Revised-__ Page of_Jl 





CCKA-MS 


2629G 


worm _ SPEC__ 

SUPPLEMENTARY PARTS LIST 900- 43 (per above model and spec ) 
Parts listed below apply to the above model. Use these parts in 
place of ( or in addition to ) the parts listed for Parts Kev—1_ 
in the standard parts catalog Na. 927-0255 _ 


PART NO. 


110-1860 

104-0486 
102-G339 
120-0648 
123-0527 
]23-0679 
122-0323 
122-0347 
122-0321 
122-0320 
526-0065 
134-2147 
134-2094 
307-0455 

306- 0152 
145-0173 
150-0471 
150-0703 
518-0176 
502-0017 

307- 0367 


QUAN 


DESCRIPTION _ 


Block Assembly, Cylinder (Includes Bearing, Guides 
and Seats) 

Crankshaft 
Base, Oil 

Intake, Oil Pump (Include Cup, Screen 8 Pipe) 

Cap and Indicator, Oil Fill 
Tube, Oil Fill 
Filter, Oil 
Seal, Air Oil Filter 
Gasket, Oil Filter Adapter 
Adapter, Oil Filter 

Washer, Oil Filter Adapter Mounting (Copper) 

Housing, Blower 

Housing Cylinder Air R.H. 

Solenoid, Idle 
Plunger, Idle Solenoid 
Bracket, Idle Solenoid 
Spring, Governor Solenoid 
Stud, Governor Adjust 
Clip, Governor Control 
Connector, Oil Gauge 
Solenoid, Starting 

Paxts Not Furnished By ONAN: 

Manual Choke 
Air Cleaner 


Dated. 


9/21/73 


Revised. 


Page. 








SPECIAL PARTS LIST FOR MODEL 


CCK-S 


SPEC 


2631G 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Group - 27 


t —:- ! - 

Variable Speed Governor 

Group - 35 


Redi Pull Starter 

104-0882 

1 

Crankshaft 

167-1571 

1 

Cable, Spark Plug 

167-1572 

1 

Cable, Spark Plug 

150-0635 

1 

Bracket, Governor 

150-0698 

1 

Spring, Governor 

155-0480 

1 

Muff1er, Exhaust 

192-0309 

1 

Wheel, Ratchet 




SPECIAL PARTS LIST FOR MODEL cCKA ' MF SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


2653G 


PART NO. 

QTY. 

DESCRIPTION 

110-1418 

1 

9 

Block Assembly, Cylinder 

104-0877 

1 

Crankshaft 

190-0267 

1 

Bearing, Pilot 

160-0999 

1 

Retainer, Timing Control 
Weight 

113-0152 

2 

Ring Set 

123-0657 

1 

Cap § Indicator, Oil Fill 

123-0679 

1 

Tube, Oil Fill 

134-1019 

1 

Baffle, Fuel Pump 

501-0134 

1 

Line, Fuel. 

142-0450 

1 

Carburetor * 

134-1644 

1 

Housing, Cylinder Air LH 

134-1645 

1 

Housing, Cylinder Air RH 

167-0177 

n 

Plug, Spark 

517-0009 

1 

Button, Dot 

140-0537 

l 

Body, Air Cleaner 

140-0538 

l 

Cover, Air Cleaner 

140-0495 

1 

Cartridge, Air Cleaner 

140-0554 

1 

Spacer, Canister 

518-0056 

1 

Screw, Cover ; 

503-0107 

1 

Clamp, Inlet to Cleaner 

145-0004 

1 

Inlet, Carburetor Air 

123-0293 

1 

Cap, Breather Tube 

503-0769 

1 

Clamp, Hose 

193-0108 

1 

Sender, Oil Pressure 

149-0775 

1 

Line, Fuel 

166-0493 

l 

Bracket, Coil Mounting 

167-1408 

1 

Lead, Hi Tension #2 Cyl. 

167-1491 

1 

Lead, Hi Tension #1 Cyl. 

134-1647 

l 

Housing, Blower 

145-0051 

1 

+Ring, Vent ' 


PART NO. QTY. 


DESCRIPTION 


Parts Not Furnished by Onan 
Oil Gauge 
Rope Sheave 
Manual Choke 
Muffler 

Blower Housing Grille 

* - Same as standard Carburetor except 
part added marked + . 






MODEL CCK-MS _sppr 2656G 

SUPPLEMENTARY PARTS LIST 900- 43 (per above model and spec.) 
Parts listed below apply to the above model. Use these parts in 
place of ( or in addition to ) the parts listed for Parts Rev 2 
in the standard parts catalog No. 927-0253 


PART NO. 

OUAN. 

DESCRIPTION 

110-1418 

1 

NOTE: This Engine has Automatic Spark 
Advance Mechanism 

Block, Cylinder (Includes Bearings, Guides 

110-0883 

1 . 

•and Seats) 

Head, Cylinder L/H (High Compression) 

110-0884 

1 

Head, Cylinder R/H (High Compression) 

102-0339 

1 

Base, Oil 

123-0527 

l 

Cap 8 Indicator, Oil Fill 

120-0648 

l 

.Intake, Oil Pump (Includes Cup, Screen 6 Pum; 

104-0486 

1 

Crankshaft 

193-0068 

1 

Gauge, Oil 

114-0203 

2 

Rod, Connecting 

113-0153 ' 

■■ 2 ' 

Ring Set, Piston 

191-0511 

1 ' 

Starter, Automative (12 Volts) 

154-0802 

1 

Kanifold. Intake 

153-03.51 

1 

Choke, Manual 

152-0090 

1 , 

Stud, Spec § Adj usting 

14'2-0416 

1 

Carburetor 

166-0402 

.1 ' 

BracketCoil Mounting 

: 332-0052 

1 

Clip, Tinrierman 

162-1073 

■ ' .T 

Lead, High Tension #2 Cylinder 

167-1330. 

■■■ 1 "■ 

Leddy High Tension ttl Cylinder 

.... 134-1596.. 


Housing, Blower 

503-0398 


Ciamp. Air Cleaner 



Parts Not Furnished By ONAN: 


■ ■: ■ 

Governor Control 

Muffler 


Dated , _ Revised____ Page 1 of_i 






SPECIAL PARTS LIST FOR MODEL GCKA ~ MS _ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO, 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


2663G 


PART NO. QTY, 


DESCRIPTION 




SPECIAL PARTS LIST FOR MODEL CCKA " 4MG _SPEC _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


2674G 


PART NO. QTY. DESCRIPTION PART NO. QTY. 

- 1 —- 1 —i-r 

Group - 5 Alternator - Flywheel WICO 

Group - 13 12 Volt Starter 

Group - 28 Top Mounted Engine Control 

Group - 30 4:1 Gear Reduction 

Vertical 

Group - 32 Full Flow Oil Filter 


104- 0641 1 Crankshaft 

105- 0234 1 Camshaft 

102- 0653 1 Base, Oil 

103- 0332 1 Gearcover 

191-0701 1 Flywheel 

155-1083 1 Muffleri Exhaust 

505-0618 1 Cap, Exhaust Muffler 

150-1000 1 Arm, Governor Extension 

134-2094 1 Housing, Cylinder Air RH 

134-2854 1 Housing, Blower 

508-0084 1 Grommer, Rubber 

332-1358 1 Bracket, Connector Mtg. 

501- 0203 1 Line, Oil 

502- 0020 1 . Elbow, Street 


DESCRIPTION 


Tii-n 


1 


1 Q77 


SPECiAU PARTS LIST FOR MODEL CCKA “ MS _ SPEC ^ y7b 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTEO BY GROUP NO. BELOW WHEN USED. 


2677G 


PART NO. 


QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


Group - 20 
Group - 26 


Gasoline Carburetor Adj. Jet 
Variable Sneed Control 


110-1516 

110-1000 

104- 0882 
517-0048 
516-0011 

105- 0238 

510-0015 

113-0088 

134-2131 

191-0922 

191-0854 

191-0864 

102-0766 

149-0003 

134-1550 

134-2845 

502-0017 

193-0068 

308-0315 

166- 0535 
154-0688 

167- 0229 


153-0351 


134-2134 

150-0988 

51,5-0006 

332-0050 


Block Assembly, Cylinder- 
Includes Breather Tube 
Insert, Intake Valve Seat 
Crankshaft 
Plug, Expansion 
Fin, Gearcase Align 
Camshaft - Includes Center 
Pin 

Ball, Fly - Governor 
Ring Set, Piston 
Baffle, Air 

**Motor, Starter - Complete 
Flange, Starter Mounting 
Spacer, Starter Mounting 
Base, Oil 
Gasket, Fuel Pump 
Flywheel - Includes Ring 
Gear 

Housing, Blower 
Connector, Oil Gauge 
Gauge, Oil Pressure 
Switch, Start-Stop- 
Includes Leads 
Coil, Ignition 
Manifold, Intake 
Support, Plug Cable - Blower 
Housing (1) and Intake 
Manifold (1) 

Choke, Manual 


Housing, Cylinder Air RH 
Extension, Governor Arm 
Key, Stub Shaft 
Clip, Mounting - Coil Leads 
to Housing 


191-0989 

191-0990 

191-0995 

191-0996 

191-1001 

150-1013 


150-0430 

150-0434 

150-0668 

150-0425 

15Q-0475 

150-0376 

516-0039 

150-0666 

516-0085 


15Q-Q475 

815-Q148 

853-Q008 

813-0111 


#Bracket Assembly, Front 
#Bearing, Front Bracket 
#Clutch Assembly 
# Armature 

#Field Coil Set (Includes 
Positive Brush) 

Kit, Vacuum Speed Bopster 
Replacement (Includes 
Parts Marked *} 

Bracket, Spring to Govern* 
Link 

♦Diaphragm Replacement Kit 
(Includes Parts Marked f) 
+Gasket, Diaphragm Plate 
+Gasket, Booster to Manifo' 
♦Spring, Internal 
♦Bracket, Internal Spring 
Adjusting 

♦Pin, Cotter-Adjusting 
Bracket 

♦Plate, Diaphragm 
♦Pin, Diapgragm Lever Pivoi 
♦Housing, Vacuum Booster 
(Not Sold Separately) 
♦Cover, Vacuum Booster 
(Not Sold Separately) 
♦Spring, External 
♦Screw, Slotted Hex Head 
(#8-32 x 7/8") 

Washer, Lock-ET (#10) 
Screw, Machine- Round Heat 
(#10-32 x 2-1/4”) 


* Included in Vacuum Speed Replacement Kit. 
+ Included in Diaphragm Replacement Kit. 

** Same as standard Starter Key 2 and 4 
(Begin Spec J) except parts marked #. 

Parts not funished by Onan 
Muffler 

Spark Advance Mechanism 


Tuna 1 


1 Q 77 


t 


i 


2678G 


SPECIAL PARTS LIST FOR MODEL _ SPEC 

FOR STANDARD PARTS REFER TQ CATALOG 927-0253 KEY NO. . 4 _ 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

Group - 1 


T- - --- 

High Profile Breaker Box 

Group - 32 


Spin-On Oil Filter 

110-2194 

1 

Block Assembly, Cylinder 

110-1827 

2 

Gut do , Intake Valve 

520-0114 

5 

Stud, Rear Brg. Plate 

516-0011 

2 

Pin, Gearcase Align 

517-0048 

1 

Plug, Expansion 

104-0877 

1 

Crankshaft 

515-0146 

I 

Key 

105-0238 

1 

Camshaft - Includes Pin 

509-0090 

2 

Seal, Valve Stem Oil 

134-2131 

1 

Baffle, Air 

191-0922 

1 1 

k Motor, Starting 

191-0854 

1 

Flange, Starting Mounting 

191-0864 

2 

Spacer, Starting Mounting 

102-0457 

1 

Base, Oil 

505-0255 

1 

Plug, Oil Base 

149-0136 

1 

Cover, Fuel Pump Hole 

123-0657 

1 

Cap and Indicator 

134-0675 

1 

Flywheel 

104-0369 

1 

Screw, Flywheel Mounting 

309-0010 

1 

Switch, Oil Pressure 

134-2848 

1 

Housing, Blower 

167-0239 

2 

Plug, Spark 

154-0898 

1 

Tube, Exhaust - RH 

154-0899 

1 

Tube, Exhaust - LH 

520-0114 

4 

Stud, Exhaust Tube 

142-0485 

. 1 

+Carburetor 

166-0535 

1 

Coil, Ignition 

167-1464 

1 

Cable, Spark Plug - 24” 

167-1463 

1 

Cable, Spark Plug - 19" 

509-0035 

1 

Grommet, Plug Cables 

518-0238 

1 

Clip 

134-1638 

1 

Shield, Heat - RH 

134-1639 

1 

Shield, Heat - LH 

134-2094 

1 

Housing, Cylinder Air RH 

145-0353 

1 

Inlet, Carburetor Air 

123-0293 

1 

Cap, Breather Tube 

503-0107 

1 

Clamp, Inlet to Carb, 

502-0058 

1 

Tee, Oil Filter Adapter 

150-0159 

1 

Bracket, Governor Spring 

508-0162 

1 

Grommet 


PART NO. 

QTY. 

DESCRIPTION 

~1 - 

145-0361 

1 

(" ’ ‘ 

#Lever, Idle Stop 

812-0065 

1 

#Screw, machine-Rd. Hd- 
Idle Stop (6-32 X 5/8) 

861-0008 

1 

#Nu.t, Hex-Lever Mtg.- 
(10-32) 

813-0102 

1 

#Screw, Machine-Rd. Hd.- 
Lever mtg. (10-32 X 5/8) 

191-0989 

1 

**Bracket Assembly, Front 

191-0990 

1 

**Bearing, Front Bracket 

191-0995 

1 

**Clutch Assembly 

191-0996 

1 

**Armature 

191-1001 

1 

**Field Coil Set (includes 
Positive Brush) 

* Same as 

standard Starter Key 2 and 4 

(Begin Spec J) 

except parts marked **. 


+ Same as standard carburetor except for 
parts marked #. ' 


Parts not furnished by Qnan 
Oil Gauge 
Rope Sheave 
Fuel Pump 
Air Cleaner 

Spark Advance Mechanism 
Blower Housing Grille 


3-2-77 


1 


1 



SPECIAL PARTS LIST FOR MODEL CCKA “ MS _ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


2693G 


PART NO. QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


Group 

Group 

Group 

Group 


High Profile Breaker Box 
12 V Solenoid Starter 
Spin-on Oil Filter 
Sisson Choke 


110-2375 

110-1000 

104-0882 

112- 0073 

113- 0089 
110-1037 
110-0904 

309-0237 

336-2192 

134-2131 

102-0767 

123-0286 

160-1097 

160-0638 

134-2388 

150-0754 

134-2147 

517-0009 

307-0455 

145-0173 

306-0152 

150-0703 

150-0471 

154-1641 

167-1596 

167-1595 

134-2424 

123-0293 

140-0211 

145-0080 

503-0280 

503-0107 

515-0006 


Block Assembly, Cylinder 
Insert, Intake Valve Seat 
Crankshaft 
Piston & Pin 
Ring Set, Piston 
Valve, Intake 
Rotocap, Valve Spring 
Retainer 

Switch, Oil Pressure 
Lead, Oil Pressure Switch 
Baffle,Air 
Base, Oil 
Cover, Oil Fill 
Box: Assembly, Breaker- 
Complete 
Point Set 

Flywheel - Includes Ring 
Gear 

Bracket, Idle Spring 
Housing, Blower 
Button, Dot - Blower Housing 
Solenoid, Idle 
Bracket, Idle Solenoid 
Plunger, Idle Solenoid 
Stud, Governor Adjusting 
S pring , Governor to Solenoid 
Manifold, Exhaust 
Cable, Spark Plug - LH 
Cable, Spark Plug - RH 
Housing, Cylinder Air - RH 
Cap, Breather Tube 
Sleeve,Inlet 
Inlet, Carburetor Air 
Clamp, Inlet to Sleeve 
Clamp, Inlet to Carburetdr 
Key, Stub Shaft 


Parts Not Furnished by Onan 
Oil Gauge 
Rope Sheave 
Air Cleaner 
Oil Fill Tube 


.Tune 1. 1977 


CCKA-MS 


2694G 


MODEL__ __ SPEC__ 

SUPPLEMENTARY PARTS LIST 900- 43 (per above model and spec.) 
Parts listed belowapply to the above model. Use these parts in 
place of ( or in addition to ) the parts listed for Parts Key . 4 
in the standard parts catalog No. 927-025 


PART NO. QUAN. 



104-0486 

110-1037 

102-0667 

120-0648 

123-0694 

123-1149 

122-0320 

122-0321 

309-0327 

122-0323 

122-0347 

149-0136 

134-2500 

134-2866 

142-0431 

154- 0356 

155- 0551 
153-0223 
153-0361 

516— 0059 
152-0155 
167-1484 
167-1465 
166-0346 

517- 0035 
134-0753 
517-0021 
191-0922 


191-0854 

191-0864 


1 

1 

2 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 ." 

1 

1 

1 

i 

i 

l 

i 

l 

i 

i 

i 

i 

l 

l 

i 


Dated 


9/25/74 


R 


DESCRIPTION 


NOTE: This model has Vacu-Flo Cooling 

Block Assembly, Cylinder (Includes Bearings, Guides 
and Seats) 

Crankshaft 
Valve, Intake 
Base, Oil 

Intake, Oil Pump (Includes Cup, Screen 6 Pipe) 

Cap § Indicator, Oil Fill 
Tube Assembly, Oil Fill 
Adapter t Oil Filter Mtg. 

Gasket, Oil Filter Adapter 
Switch, Low Oil Pressure Cut-off 
Filter, Oil 

Seal * Air - Oil Filter 
Hole Cover, Fuel Pump 
Housing, Cylinder Air - R/Hand 
Housing, Blower 

Carburetor > 

Manifold, Intake 
Muffler, Exhaust 
Choke, Sisson 
Rpd> Choke: 

Pin^. Cotter 

Swivel; Choke Lever 

Cable, Hi Tension - Spark #1 Cylinder 

Cable, Hi Tension - Spark #2 Cylinder 

Coil, Ignition 

Biltton, Dot 

Wheel,: Blower 

Button, Dot 

Starter - Components same as 191-1052 except the follow!: 

Flange, Starter Mtg, 

Spacer, Starter Mtg. 

NOTE: Parts Not Furnished by ONAN: 

Rope Sheave 
Oil Gauge 
Fuel Pump 
Air Cleaner 
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SPECIAL PARTS LIST FOR MODEL CCKA-MS _ Spec 2714G 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO, 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION - PART NO. QTY. DESCRIPTION 


i : j i-r 

Group - 8 Left Side Mounted Alternator 

Group - 34 Vacu-Flo Cooling 


307-0367 1 Relay, Start Solenoid 

336-0102 1 Lead, Start Solenoid 

191- 0305 1 Brace, Alternator Bracket 

123-0679 1 Tube, Oil Fill 

150-0755 1 Arm, Extension - Governor 

104-0302 1 Flywheel - Includes Ring 

Gear 

501- 0015 1 Line, Oil 

134-1653 1 Housing, Blower 

517-0035 1 Button, Dot - 1-1/16" 

517-0021 1 Button, Dot - 7/8" 

517-0009 1 Button, Dot - 2" 

134-0753 1 Wheel, Blower 

154-0377 1 Manifold, Exhaust 

149- 0775 I Line, Fuel - Pump to Carb. 

166-0403 1 Bracket, Coil Mounting 

502- 0003 1 Connector, Oil Line - Coil 

Bracket 

505-0057 1 Plug, Oil Line - Coil 

Bracket 

501-0005 1 Line, Fuel - Pump Inlet 

145-0094 1 Inlet, Carburetor Air 

123-0293 1 Cap, Breather Tube 

503- 0769 1 Clamp, Inlet to Cap 

140-1160 1 Housing, Air Cleaner 

140-0495 1 Element, Air Cleaner 

140-0538 1 Cover, Air Cleaner 

140-0554 1 Spacer, Air Cleaner 

503-0280 1 Clamp, - Air Cleaner 

503-0107 1 Clamp, Inlet tp Carburetor 

150- 0698 1 Spring, Governor 

192- 0083 1 Rope, Starting 


T’l TT*i a T 


10T7 



SPECIAL PARTS LIST FOR MODEL GCK ~ MS _ SPEC ^ /X0J 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


2716J 


PART NO. QTY. DESCRIPTION PART NO. QTY. 

-1-:-i—I- 

Group -4 12 V, 20A Alternator 

Group - 26 Variable Speed Governor 

Group - 28 Top Mounted Engine Control 

Group - 36 Sisson Choke 


167-0188 1 Clip - Starter to Harness 

134-2878 1 Housing, Blower 

508-0084 1 Grommet, Blower Housing 

154- 0356 1 Manifold, Intake 

155- 1253 1 Muffler 

505-0618 1 Cap - Muffler 

153-0460 1 Linkage - Choke to Carburetoi 

338-0565 1 Harness, Wiring 


June 1. 1977 


DESCRIPTION 




SPECIAL PARTS LIST FOR MODEL _ CCK-MS _ SPEC 2734J _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. __2 

_OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. OTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


110-2194 

1 

—1- 

Block Assembly, Cylinder 

104-0884 

1 

Crankshaft 

102-0772 

1 

Base, Oil 

509-0090 

2 

Seal, Valve Stem Oil 

110-0883 

1 

Head, Cylinder 

110-0884 

1 

Head, Cylinder 

166-0519 

1 

Bracket, Timing 

104-0302 

1 

Flywheel 

134-0565 

1 

Blower Wheel 

150-0635 

1 

Bracket, Governor Linkage 

191-0134 

1 

Pulley, Generator 

517-0035 

1 

Button, Dot 

517-0021 

2 

Button, Dot 

502-0431 

1 

Bracket & Tee, Oil Line 

505-0057 

2 

Plug, Tee - Manifold 

502-0003 

1 

Connector - Inverted 

167-0252 

2 

Plug, Spark 

134-2796 

1 

Housing, Blower 

134-2760 

1 

Housing, Cylinder Air RH 

501-0015 

1 

Line, Oil 

502-0020 

1 

Elbow, Inverted 

122-0320 

1 

Adapter, Oil Filter 

122-0321 

1 

Gasket, Oil Filter Adapter 

122-0445 

1 

Filter, Oil 

122-0347 

1 

Seal, Air Oil 

122-0345 

1 

Tube, Oil Drain 

134-1356 

1 

Scroll, Blower Housing 

134-2956 

1 

Guard, Blower Housing Scroll 

154-0356 

1 

Manifold, Intake 

154-1480 

1 

Manifold, Exhaust 

505-0008 

1 

Plug, Pipe 

148-0147 

1 

Pipe, Fuel 

518-0006 

1 

Clip, Rod End 

142-0473 

1 

Carburetor * 

149-0136 

1 

Cover, Fuel Pump Hole 

510-0015 

5 

Ball, Fly Governor 

110-0893 

2 

Retainer, Valve Spring 

515-0110 

1 

Key 

142-0371 

1 

#Kit, Repair (Includes gasket 


kit, throttle bushings 
and shaft assembly, throttle 
fly screws and idle 
adjusting needle.) 

* - Same as carburetor listed in Group 19 
except added part -marked #) 

Parts Not Furnished by Onan 
tenual Choke 
Air Cleaner 


^ n t 


1 


1 





2735J 


SPECIAL PARTS LIST FOR MODEL CCK - MS __ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 _KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION 

-,--- 


110-2194 

1 

Block Assembly, Cylinder 

104-0884 

1 

Crankshaft 

102-0772 

1 

Base, Oil 

509-0090 

2 

Seal, Valve Stem Oil 

510-0015 

5 

Flyball, Governor 

166-0519 

1 

Bracket, Timing 

104-0302 

1 

Flywheel 

167-0252 

2 

Spark Plug 

134-2796 

1 

Housing, Blower 

134-2760 

1 

Housing, Cylinder Air RH 

134-1356 

1 

Scroll, Blower Housing 

134-2956 

1 

Guard, Blower Housing Scroll 

134-0565 

1 

Blower, Wheel 

517-0021 

2 

Button, Dot 

517-0035 

1 

Button, Dot 

150-0635 

1 

Bracket, Governor Linkage 

i trn n*:n o 

A JU-UUJU 

1 

Spring, Governor 

191-0134 

i 

Pulley, Generator 

167-0252 

2 

Spark Plug 

502-0002 

1 

Elbow, Inverted Male 

149-0611 

1 

Line, Fuel 

154-0356 

1 

Manifold, Intake 

154-1480 

1 

Manifold, Exhaust 

142-0363 

1 

Carburetor * 

502-0002 

1 

Elbow, Inverted Male 

122-0320 

1 

Adapter, Oil Filter 

122-0321 

1 

Gasket, Oil Filter Adapter 

122-0445 

1 

Filter, Oil 

122-0347 

1 

Seal, Air, Oil Filter 

501-0015 

1 

Line, Oil 

502-0020 

1 

Elbow Inverted 

122-0345 

1 

Tube, ; .;. Oil Drain 

502-94-31 

: .. ! . 

Bracket 6 Tee Assembly 

505-0057 

2 

Plug, Tee Fitting Manifold 

502-0003 

1 

Connector, Inverted Male 

515-0110 

1 

Key 

166-0628 

1 

Bracket, Coil Mounting 

.................. . . 

. .... 

. .... , .. : r _ . . .. -■ . ... . 


Parts Not Furnished by Onan 
Manual Choke 

* - Key no. 2 Spec A through F used. 
Breakdown in PTC. 







SPECIAL PARTS LIST FOR MODEL 


CCKA-S 


SPEC 


2737J 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION 


Group - 1 Breaker Box, Ignition 

Group - 20 Carburetor 


110-1418 1 Block Assembly, Cylinder 

104-0882 1 Crankshaft 

113-0088 2 Ring Set, Piston 

140-0470 1 Cleaner, Air 

140-0684 1 Tube, Breather 

140-0459 1 Tube, Breather 

123-0104 1 Valve, Breather Cap 

123-0073 1 Cap, Breather 

123-0762 1 Cap § Indicator, Oil Fill 

160-1072 1 Wheel, Magneto 

154-0802 1 Manifold, Intake 

134-1579 1 Housing, Blower 

193-0068 1 Gauge, Oil Pressure 

502-0005 1 Elbow, Oil Gauge 

517-0021 1 Button, Dot 

154-1000 1 Arm, Governor Extension 

501- 0004 1 Line, Oil 

502- 0020 1 Elbow, Street 

503- 0398 1 Clamp, Air Cleaner 


Parts Not Furnished by Onan 
Stop Button 




